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A Letter to the Teacher 


Welcome to The Oxtord Picture Dictionary. 


This comprehensive vocabulary resource provides vou 
and your students with over 3,700 words, each defined 
by engaging art and presented in a meaningful context. 
The Oxford Picture Dictionary enables your students to 
learn and use English in all aspects of their daily lives. 
The 140 kev topics cover home and family, the 
workplace, the community, health саге. and academic 
studies, The topics are organized into 12 thematic units 
that are based on the curriculum of beginning and low- 
intermediate level English language coursework. The 
word lists of the dictionary include both single word 
entries and verb phrases. Many of the prepositions and 
adjectives are presented in phrases as well, 
demonstrating the natural use of words in conjunction 
with one another. 


The Oxford Picture Dictionary uses а variety of visual 
formats, each suited to the topic being represented, 
Where appropriate, word lists are categorized and pages 
are divided into sections, allowing vou to focus vour 
students’ attention on one aspect of a topic at a time. 


Within the word lists: 


e nouns, adjectives, prepositions, and adverbs are 
numbered, 


e verbs are bolded and identified by letters, and 


e targeted prepositions and adjectives within phrases are 
bolded. 


The dictionary includes a variety of exercises 
and seli-access tools that will guide your students 
toward accurate and fluent use of the new words. 


e Exercises at the bottom of the pages provide 
vocabulary development through pattern practice, 
application of the new language to other topics, and 
personalization questions. 


e An alphabetical index assists students in locating all 
words and topics in the dictionary. 


* A phonetic listing for each word in the index and a 
pronunciation guide give students the key to accurate 
pronunciation. 

• A verb index of all the verbs presented in the 
dictionary provides students with information on the 
present, past, and past participle forms of the verbs. 


Ihe Oxiord Picture Dictionary is the core of The 
Oxford Picture Dictionary Program which includes a 
Dictionarv Cassette, a Teacher's Book and its 
companion Focused Listening Cassette, Beginning and 
Intermediate Workbooks, Classic Classroom Activities (а 


photocopiable activity book), Overhead Transparencies, 
and Read All About If | and 2. Bilingual editions of 
The Oxtord Picture Dictionary are available in Spanish, 
Chinese, Vietnamese, and many other languages. 


TEACHING THE VOCABULARY 


Your students’ needs and your own teaching 
philosophy wil! dictate how vou use The Oxford Picture 
Dictionary with your students. The following general 
guidelines, however, may help you adapt the dictionary's 
pages to your particular course and students. (For topic- 
specific, step-by-step guidelines and activities for 
presenting and practicing the vocabularv on each 
dictionary page see the Oxford Picture Dictionary 
Teacher's Book.) 


Preview the topic 


A good way to begin апу lesson is to talk with 
students to determine what they already know about the 
topic. Some different ways to do this are: 


* Ask general questions related to the topic: 


e Have students brainstorm a list of words they know 
from the topic; or 


• Ask questions about the picture(s) on the page. 


Present the vocabulary 


Once you've discovered which words your students 
already know, vou are ready to focus on presenting the 
words they need. Introducing 10-15 new words in a 
lesson allows students to really learn the new words. On 
pages where the word ]ists are longer, and students are 
unfamiliar with many ot the words, you may wish to 
introduce the words by categories or sections, or simply 
choose the words vou want in the lesson, 


Here are four different presentation techniques, The 
techniques vou choose will depend on the topic being 
studied and the level of vour students. 


* 5ay each new word and describe or define it within 
the context of the picture. 


e Demonstrate verbs or verb sequences for the students, 
and have volunteers demonstrate the actions as vou 
say them. 


e Use Total Physical Response commands to build 
comprehension of the vocabulary: Put the pencil on 
vour book. Put it on vour notebook. Put it on vour 
desk. 


* Ask a series of questions to build comprehension and 
give students an opportunity to say the new words: 





> Begin with ves/no questions. is #16 chalk? (ves) 


> Progress to or questions. Is #16 chalk or a marker? 


(challo 


> Finally ask Wh questions. 


What can I use to write on this paper? (a marker/ Use 
a marker.) 


Check comprehension 


Before moving on to the practice stage, it is helpful to 


be sure all students understand the target vocabularv. 
There are many different things vou can do to check 
students' understanding. Here are two activities to try: 


Tell students to open their books and point to the 
items they hear you sav. Call out target vocabulary at 
random as vou walk around the room checking to see 
if students are pointing to the correct pictures, 


Make true/false statements about the target vocabulary. 


Have students hold up two fingers for true, three 
fingers for false. You can write with a marker. {two 
fingers] You raise vour notebook to talk fo the teacher. 
Ithree fingers] 


Take a moment to review апу words with which 


students are having difficulty before beginning the 
practice activities, 


Practice the vocabulary 


Guided practice activities give vour students an 


opportunity to use the new vocabulary in meaningful 
communication. The exercises at the bottom of the 
pages are one source of guided practice activities, 


Talk about... This activity gives students an 
opportunity to practice the target vocabulary through 
sentence substitutions with meaningful topics. 


e.g. Talk about your feelings. 
| feel happy when | see my friends. 


Practice... This activity gives students practice using 
the vocabulary within common conversational 
functions such as making introductions, ordering food, 
making requests, ес. 


e.g. Practice asking for things in the dining room. 
Please pass the platter. 
Мау I have the creamer? 
Could 1 have a fork, please? 


Use the new language. This activity asks students to 
brainstorm words within various categories, or may 


ask them to apply what they have learned to another 
topic in the dictionary. For example, on Colors, page 
12, students are asked to look at Clothing I, pages 

64—65, and name the colors of the clothing they see. 


» Share your answers. These questions provide students 
with an Opportunity to expand their use of the target 
vocabulary in personalized discussion. Students can 
ask and answer these questions in whole class 
discussions, pair or group work, or they can write the 
answers as journal entries. 


Further guided and communicative practice can be 
found in the Oxford Picture Dictionary Teacher's Book 
and in Classic Classroom Activities. The Oxford Picture 
Dictionary Beginning and Intermediate Workbooks and 
Read All About It 1 and 2 provide your students with 
controlled and communicative reading and writing 
practice. 

We encourage you to adapt the materials to suit the 
needs of your classes, and we welcome vour comments 
and ideas. Write fo us at: 

Oxtord University Press 

ESL Departrnent 

198 Madison Avenue 

New York, МУ 10016 


pres alas аса 





AL 


etter to the Student 


Dear Student of English, 

Welcome to The Oxtord Picture Dictionary. The more than 3,700 words in this book will help vou as 
vou study English. 

Each page in this dictionary teaches about a specific topic. The topics are grouped together in units. 
АЙ pages in a unit have the same color and symbol. For example, each page in the Food unit has this 
symbol: 





On each page you will see pictures and words. The pictures have numbers or letters that match the 
numbers or letters in the word lists. Verbs (action words! are identified by letters and all other words are 
identified by numbers. 


How to find words in this book 
* Use the Table of Contents, pages ix-xi. 
Look up the general topic vou want to learn about, 
• Use the Index, pages 173—205. 
Look up individual words in alphabetical (A-Z) order. 
* Gö topic by topic. 
Look through the book until vou find something that interests you. 
How to use the Index 
When vou look for a word in the index this is what you will see: 


the word the number (or letter) m the word lisi 
apples lAp/alz| 80-4 


the pronunciation the page number 


И the word is on one of the maps, pages 122—125, vou will find it in the Geographical Index on 
pages 206 ~ 208, 


How to use the Verb Guide 

When you want to know the past form of a verb or its past participle form, look up the verb in the 
verb guide. The regular verbs and their spelling changes are listed on pages 170—171. The simple form, 
past form, and past participle form of irregular verbs are listed on page 172, 


Workbooks 
There are two workbooks to help vou practice the new words: 
The Oxford Picture Dictionary Beginning and Intermediate Workbooks. 


As authors and teachers we both know how difficult English can be (and we're native speakers!). 
When we wrote this book, we asked teachers and students from the U.S. and other countries for their 
help and ideas. We hope their ideas and ours will help you. Please write to us with your comments or 
questions at: 

Oxford University Press 

ES| Department 

198 Madison Avenue 

New York, NY 10016 

We wish vou success! 


br Lol an - ellen MN Prenat aci 





Письмо изучающему английский язык 


Дорогой студент, 

Добро пожаловать B The Oxford Picture Dictionary. Более 3700 слов в этой книге помогут 
Вам при изучении английского языка. 

Каждая страница данного словаря посвящена определённой теме. Темы сгруппированы 


по разделам. Страницы каждого раздела имеют определённую окраску и символ. Например, 
каждая страница раздела о пище имеет следующий символ: 





На каждой странице Вы увидите иллюстрации и слова. Иллюстрации обозначены цифрами 
или буквами, которые соотвествуют цифрам или буквам в списках слов. Глаголы (слова 
действия} обозначены буквами, а все другие слова - цифрами. 


Как найти нужное слово в словаре 
• С помощью Содержания на стр. іх — xi. 
Найдите интресующую Вас тему. 


• С помощью Указателя на сто. 173-205. 
Найдите отдельные слова, расположенные в алфавитном порядке (А ~ 2). 


• Просматривая тему за темой. 
Найдите что-то для Вас интересное, пролистывая словарь. 
Как пользоваться Указателем 
При поисках слова в указателе Вы увидите следующее: 


слово цифра (или буква) в списке слов 
apples lāpřəlz] 80—4 
произношение номер страницы 


Если слово написано на одной из карт (стр. 122-125), его можно найти в Географическом 
указателе на страницах 206-208. 


Как пользоваться Списком глаголов 

Когда Вы захотите ознакомиться с прошедшей или причастной формой глагола, 
обратитесь к Списку глаголов. Правильные глаголы и изменения в их написании приведены 
на страницах 170—171. Простая, прошедшая и причастная формы неправильных глаголов 
приведены на странице 172. 


Сборник упражнений 

Также имеются два сборника упражнений, которые помогут Вам практиковаться в 
употреблении новых слов: 

The Oxford Picture Dictionary Beginning и intermediate Workbooks. 


Будучи авторами и преподавателями, мы хорошо знаем, насколько сложным может быть 
английский (а это наш родной язык!). При составлении этой книги мы обратились за помощью 
и идеями к учителям и студентам из США и других стран. Надеемся, что наш совместный труд 
окажет Вам хорошую службу. Пожалуйста, отправляйте комментарии и вопросы по адресу: 


Oxford University Press 
ESL Department 
198 Madison Avenue 


New York, NY 10016 
Желаем удачи! 
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Birds, Insects, and Arachnids Птицы, насекомые и паукообразные 132 
Domestic Animals and Rodents Домашние животные и грызуны 133 
Mammals Млекопитающие 134—135 

11. Work Работа 
Jobs and Occupations, A-H Должности и профессии 136-137 
Jobs and Occupations, H-W Должности и профессии 138-139 
Job Skills Профессиональные навыки 140 
Job Search Поиск работы 14] 
An Office Офис 142-143 
Computers Компьютеры 144 
А Hotel Гостиница 145 
А Factory Завод 146 
Job Safety Безопасность труда 147 
Farming and Ranching Земледелие и скотоводство 148 
Construction Строительство 149 
Tools and Building Supplies Инструменты и стройматериалы 150-151 
12. Recreation Отдых 

Places to Go Места проведения досуга | 152 
The Park and Playground Парк и игровая площадка 153 
Outdoor Recreation Развлечения на открытом воздухе 154 
The Beach Пляж 155 
Sports Verbs Глаголы, относящиеся к спорту 156-157 
Team Sports Командные виды спорта 158 
Individual Sports Индивидуальные виды спорта 159 
Winter Sports and Water Sports Зимние и водные виды спорта 160 
Sports Equipment Спротивное оборудование 161 
Hobbies and Games Хобби и игры 162-163 
Electronics and Photography Электроника и фотография 164—165 
Entertainment Развлечения 166-167 
Holidays Праздники 168 
А Party Вечеринка 169 
Verb Guide Список глаголов 170 
Index Указатель 173 
Geographical Index Географический указатель 206 


Russian Index Указатель на русском языке 209 


A Classroom 


1. chalkboard 3. student 5. teacher 


2. screen 4. overhead projector 6. desk 


Е. Sit down. / Take a seat. Е. Point to the picture. G. Write on the board. H. Erase the board. 


l. Open your book. . Close your book. 








Класс A Classroom 














8. bookcase 10. clock 12. map 14. bulletin board 
книжный шкаф часы карта доска объявлений 
9. globe 11. cassette player 13. pencil sharpener 15. computer 
r лобус плеиер точилка для карандашеи компьютер 


Bb Сс Dd | 
Ff Gg Hh 
Jj} Ke Ei 
Nn Oo Рр 
Кг 5s Tt | 
Vv Ww Xx 















Yy Z2 
16. chalk 20. pencil 24. binder / notebook 28. dictionary 
Men карандаш скоросшиватель словарь 
17. chalkboard eraser 21. pencil eraser ا‎ 29, picture dictionary 
губка стерательная резинка 25. notebook рарег словарь в картинках 
18. реп 22. textbook линованная бумага 30. the alphabet 
ручка учебник 26. spiral notebook алфавит 
19. marker 23. workbook блокнот 31. numbers 
фломастер гетрадь 27. ruler номера / цифры 
пинейка 


Use the new language. Share your answers, 

1. Name three things you can open. 1. Do you like to raise your hand? 

2. Name three things vou can put away. 2, Do you ever listen to cassettes in class? 
3. Name three things vou can write with. 3. Do you ever write on the board? 








Personal Information Личные данные 


1. пате 


имя 2. first name 


5. address 


адрес 
7. city 
город 
( ) 


eS 

















School Registration Form Бланк о зачислении в школу 


3, middle initial | 4. last name - 
второй инициал фамилия 
6. apt. # * _ 











№ квартиры 
E ts. 1 — — I. S; РЕ 


штат индекс 





10, area code 11. telephone number 12. sex: 13. [ ] male [5. Social Security number 
код города номер телефона non мужской "омер социального 


14. [] temale OES ГЕНИЯ 
женскии 


17. place of birth 


дата (month) idate) — (vean место рождения 


рождения (месяц) 





* apt. # = apartment number 


— | 








pu дакан, 
КА) ( LARSON | 





(число) (ron) 


18. signature 
подпись 














A. Spell your name. В, Fill out a form. C. Print your name. О. Sign your name. 
Произнесите свое имя Заполните бланк Напишите своё имя Распишитесь. 
по буквам. печатными буквами. 


My first name is Sam. 


1. Do you like your first name? 


My last name is spelled 1-А-К-5-О-М. 2. Is your last name from your mother? father? husband? 


{ come trom Ottawa. 


3. What is your middle name? 


Школа School 








1. classroom 7, lockers 13. principal's office 
клас! запирающиеся шкафчики кабинет директора 

2. teacher 8. rest rooms 14. principal 
учитель / преподаватель туалеты директор 

3. auditorium 9. рут 15. counselor's office 
актовыи зал спортзал кабинет завуча 

4. cafeteria 10. bleachers 16. counselor 
кафетерий трибуны завуч 

5. lunch benches 11. track 17. main office 
скамейки беговая дорожка приемная 

6. library 12. field 18. clerk 
библиотека поле клерк / служащий 


More vocabulary Share your answers. 

instructor: teacher 1. Do you ever talk to the principal of your school? 
coach: gym teacher 2. Is there a place for you to eat at your school? 
administrator: principal or other schoo! supervisor 3. Does your school look the same as or different from 


the one in the picture? 5 








С. Ask a question. Н. Answer a question. . Share a book. 


roup 





K. Brainstorm a list. L. Discuss the list. M. Draw a picture. N. Dictate à sentence. 





Class work Работа в классе 






О. Pass out the papers. Р. Talk with each other. Q. Collect the papers. 
Раздайте письменные работы. Поговорите друг с другом. Соберите работы 


Follow directions Следование урау 






$. Circle the answer. Т. Mark the answer ary 
пропущенное слово Обведите правильный ответ Отметьте правильный ответ 
в экзаменационном листе 


That Буну pencil 






W. Put the words in order. 


U. Cross out the word, | V. Underline the word. 
B слово Подчеркните слово Восстановите правильный 


порядок слов 


actu o 
oana 60у] 3 







79 





ш” 
Ё. 





5, 





a 








‚ёё 
5. = 
X. Match the items. X. Check: your work, 7. Correct the mistike. 
Найдите пары Проверьте свою работу. Исправьте ошибку 
Share your answers. 
1. Do you like to work in groups? 4. Is it easy for you to talk with your classmates? 
2. Do vou like to share books? 5. Do you always check your work? 


3. Do you like to answer questions? 6. Do vou cross out your mistakes or erase them? 





A. greet someone 









поздороваться 
(1 How аге“ атњо, —— 
е да —7 Fine, <] r How ore | s; Good: bye.) 





Мата, / 







В. Берт a conversation С. end the conversation 
начать разговор закончить разговор 


и ош 


(Did ou X (Yes, Bill.) 


] 


HEC Jill? ^ c | 


аи — —» 














D. introduce yourself E. make sure you understand Е. introduce your friend 
представиться убедиться, что вы правильно представить своего друга 
поняли a 
/ That's” g^ a Cn / Oh Mi 7 Im^ 
———( agreat }— ( Thank, — >t Excuse } eT, i 
\gweatert / | VEY i | 








С. compliment your friend H. thank your friend |. apologize 
сделать комплимент поблагодарить друга извиниться 
другу 
Practice introductions. Practice giving compliments. 
Hi, I'm Sam Jones and this is my friend, Pat Green. That's a great sweater, Tomas. 
Nice to meet you. Гт Tomas Garcia. Thanks Pat. | like your shoes. 


Look at Clothing I, pages 64—65 for more ideas. 





Телефон The Telephone | 





1. telephone / phone 
телефон 

2. receiver 
трубка 

3. cord 
шнур 

4. local call 
местный звонок 


5. long-distance call 
междугороднии звонок 


international call 
международный звонок 


di 


7. operator 
оператор 
8. directory assistance 1411) 
‚правочная 
9. emergency service (911) 
пожарная / скорая / милиция 
10. phone card 
телефонная карточка 
11. рау phone 
телефон-автомат 


12 


cordless phone 
переносной телефон 
13. cellular phone 
сотовый телефон 


14. answering machine 
автоответчик 


m 
=i] 
a 


telephone book 
телефонная книга 


16. paper 
пеиджер 


А. Pick up the receiver. 
Снимите трубку 

B. Listen for the dial tone. 
Дождитесь гудка 

С. Deposit coins. 
Опустите монеты 


D. Dial the number. 
Наберите Homer 

Е. Leave a message 
Оставьте сообщение 


F. Hang up the receiver. 
Повесьте трубку 


















— = - = — 
More vocabulary Share Inswers, = -— m 
When you get a person or place that you didn't want to 1. What kinds of calls do vou mak 
call, we say vou have the wrong number. 2. How much does it cost to call your country? 


3. Do VOU like to talk on the telephone? 


,vealner 








iemperature 
Іемпература 
eT. p ace 
жарк: 
~ 2. warm —— 
3 Degrees pene Degrees 
Fahrenheit ~ 3. cool 7 Gelcius 
прохладно 
4. cold —— 





холодно 


5. freezing —7 
MODO 3HO 





, 7 
CE 
— d 


и 
Bi M 


Ромма + »- i 





6. sunny / clear 7. cloudy 8. raining 9. snowing 
солнечно / ясно блачно идет дождь идёт снег 











10. windy 13. icy 16. thunderstorm 19. hail 

ветренно гололёд гроза град 
11. foggy 14. smogey 17. lightning 20. snowstorm 

туманно смог молния снежная буря / метель 
12. humid 15. heat wave 18. hailstorm 21. dust storm 

влажно жара гроза с градом пыльная буря 
Language note: it is, there is | Talk about the weather. 
Рог 1-14 we use, It's cloudy. Today it's hot. It's 98 degrees. 
For 15-21 we use, Theres a heat wave. Yesterday it was warm. It was 85 degrees. 





There's lightning. 
10 


Описание предметов Describing Things 








13. heavy box 


1. little hand 


маленькая 
v— 14. light box 

2. hig hane лёгкий ящик 
большая рука 


3. fast driver 
лихой 
водитель 

4. slow driver 
осторожный 
водитель 


5. hard chair 
жесткий ступ 

6. soft chair 
мягкий стул 


7. thick book / 
fat book 
толстая книга 

8. thin book 
тонкая книга 


9, full glass 
полный стакан 


10. empty glass 
пустой стакан 


11. noisy children / 
loud children 
шумные дети 

12, quiet children 
спокоиные / 
тихие дети 
























. neat closet 


. Messy closet 











‚ ugly view 


тяжёлый ящик 





неопрятный шкаф 


‚ good dog 


хорошая собака 


8. bad dos 


плохая собака 


‚ expensive ring 


дорогое кольцо 


‚ Cheap ring 


дешевое кольцо 


. beautifal view 


красивыи вид 


a вид 


easy problem 
легкая задача 


. difficult problem / 


hard problem 
трудная задача 











anguage. Share your answers, 
thi gs that are thick. 1. Are you а slow driver or a fast driver? 
2. Name three things that are soft. 2. Do vou have а neat closet or а messy closet? 
3. Name three things that are heavy. 3. Do vou like loud or quiet parties? 
11 


E3 Colors Цвета 
Е 


1. blue 6. orange 11. brown 
голубой оранжевый коричневый 
2. dark blue 7. purple 12. yellow 


CM HAMM лиловыи MENT oH 


3. light blue 8. green 13. red 


светло-голуоои зеленыи красный 


4. turquoise 9. beige 14. white 


бирюзовый бежевый белый 


5. ргау 10. pink 15. black 


серый розовым черный 


Use the new language. Share your answers. 

Look at Clothing I, pages 64-65. 1. What colors are you wearing today? 
Name the colors of the clothing vou see. 2, What colors do you like? 

That's а dark blue suit. 3. 15 there a color you don't like? What is it? 





. The red box is next to the vellow box, on the left. 
Красная коробка находится рядом c жёлтой, слева 
от желтой 

. The yellow box is next to the red box, on the right. 
Жёлтая коробка находится рядом с красной 
коробкой, справа от красной 

. The turquoise box is behind the gray box. 
Бирюзовая коробка находится за серой коробкой 

‚ The gray box is in front of the turquoise box. 
Серая коробка находится перед бирюзовой коробкой 
. The dark blue box is in the beige box. 

Синяя коробка находится в бежевой коробке 


10. 


. The green box is above the orange box. 


Зелёная коробка находится над оранжевой коробкой 


. The orange box is below the green box. 
Оранжевая 


коробка находится под зелёной коробкой. 


. Ehe white box is оп the black box. 


Белая коробка находится на чёрной коробке 


‚ The black box is under the white box. 


Чёрная коробка находится под белой коробкой 
Тре pink box is between the purple box and 
the brown box. 

Розовая коробка находится между лиловой и 
коричневой коробками 


More vocabulary 
near: in the same area 
The white box is near the black box. 


far from: not near 
The red box is far from the black box. 





Numbers ап Measurements Числа, цифры и системы мер 





| ЗАМ DIEGO 


| 235 miles 
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Cardinals Количественные числительные 
О zero 11 eleven 21 twentv-one 101 
ноль одиннадцать двадцать один one hundred one 
1 one 12 twelve 22 twenty-two CTO один 
один двенадцать двадцать два 1.000 
два тринадцать тридцать ысяча 
3 three 14 fourteen 40 forty 1,001 6. 
три четырнадцать сорок one thousand one 
и un тысяча один 
4 four 15 fifteen 50 fifty 
itane iii RN че, ЖШ 10,000 
є i Ae ten thousand 
5 tive 16 sixteen БО sity десять тысяч 
ПЯТЬ шестнадцат! шест “AT 
me f Р -— 1 00,000 
6 5х 17 seventeen 70 seventy one hundred thousand 
шесть семнадцать семьдесят сто тысяч 
7 seven 18 eighteen B0 eighty 1.000.000 
семь восемнадцать восемьдесят опе million 
8 eight 19 nineteen 90 ninety миллион 
восемь девятнадцать девяносто 1,000,000,000 
9 nine 20 twenty 100 one hundred one billion 
девять двадцать то миллиард 
10 ten 
десять 
Ordinals Порядковые числительные 
ha б ath "um 151h fifteenth 
Р ВОСЬМОЙ пятнадцатый 
с i : Foriegn 
ee ان‎ Ah ninth | ТВ sixteenth | 
второй девятый шестнадцатый 
"ed third 10th tenth 17th seventeenth 
третий десятый семнадцатый 
4th fourth И р m | 8th eighteenth | 
четеёртый оди! надца ы восемнадцатый 
sth fifth 12th twelfth 19th nineteenth 
пятый двенадцатыи девятнадцатый 
| з | № Tl ic 
bth sixth 13th Sie Р 20th twentieth 
шестой ринадцаты двадцатый 
Ft seventh 14th sd ы 
се ü четырнадцатыи 
Roman numerals Римские -— 
| = | Vi = XXX = 30 
|] в 2 Vil = 8 XL = 40 
Ш =3 Х =9 | = 50 
IV = 4 X = 10 C = 100 
У = 5 XV = 15 D = 500 
YI = 6 AX = 20 М = 1,000 








Числа, цифры и системы мер Numbers and Measurements | 


Fractions Дроби 
1 сир 
3/4 





5 





1, 1/8 one-eighth 2. 1/4 one-fourth 3. 113 one-third 1/2 
одна восьмая одна одна третья 
четвёртая 1/3 
1/4 





4.1/2 one-half 5. 3/4 three-fourths 6.1 whole 
одна вторая три че твертых целое 


a 7. 10% Чеп percent 
десять процентов 


т 
= ее 


8. 20% Мету percent 
49 двадцать процентов 
. 5095 — fifty percent 
пятьдесят процентов 
10. 80% — eighty percent 
Hi восемьдесят процентов 


уай 
= 


1 "E 
TES 
| AM 
НЕХ c 





11. 100% one hundred percent 


f Р, е, єз, rom сто npo T 
(7) в) (9) 40) 11) роцентов 


Dimensions Размеры 


12. centimeter (сг! 
сантиметр [см] 
‚ 13, inch {in.! 


DIOMM 





14. height 16. length 
| | высота длина 
.3 feet = 1 yarc 15. depth 17. width 
1,760 yards = | mile | глубина ширина 
Share your answers. 


1. How many students are in class today 
2. Who was the first person in class oday 
3. How far is ít from vour home to vour school? 
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A.M. 





1. second 2. minute 3. hour 
секунда минута час 


Р.М. 








4. 1:00 5. 1:05 6. 1:10 7. 1:15 


one o'clock one-oh-tive one-ten one-fifteen 

час (днн HOHH) час пять (минут) час десять час пятнадцать 
tive atter one ten after one а Quarter after one 
пять минут второго десять минут второго четверть второго 


ip 1112 1 





8. 1:20 €. 1:725 10. 1:30 11. 1:35 
one-twenty one twenty-five one-thirty one thirty-five 
час двадцать час двадцать пять час тридцать час тридцать пять 
twenty after one twenty-five after one half past one twenty-five to two 
двадцать минут второго двадцать пять минут половина второго без двадцати пяти два 
второго 





12. 1:40 13. 1:45 14. 1:50 15. 1:55 














one-torty one forty-five one-fifty one fifty-five 

час сорок час сорок пять час пятьдесят час пнтьдесят пять 
twenty to two a quarter to two ten to two five to two 

без двадцати два без четверти два без десяти два без пяти два 

рентаро: 2 ê Share your answ шщ 
:00 a.r 1. How many hours а day do you study | ngiish? 
2. You are maniing friends at 1:00. How long will you 
wait for them if they are late? 
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21. midnight 22. early 


[О TIME ZONES 8 


n 





24. Hawaii-Aleutian time 27. mountain time 29. eastern time 31. Newtoundland time 


25. Alaska time 
рем Аля 28. central time 30. Atlantic time 32. standard time 
26. Pacitic time | | | 
мя 33. daylight saving time 


Share your answers. | 
1. When do you watch television? study? 













More vocabulary 
on time: not early and not late 


He's on time. do housework? | 
2. Do you come to class on time? early? late? — 
А 17 
= В... 








E 
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The Calendar Календарь 


Days of the week 
Дни недели 
1. Sunday 
воскресенье 
ЎА Monday 
понедельник 
3. Tuesday 
вторник 
4. Wednesday 
среда 
5. Thursday 
четверг 
6. Friday 
пятница 
7. Saturday 
суббота 
В. vear 
ГОД 
9. month 
месяц 
10. dav 
день 
11. week 
неделя 
12. weekdays 
будни 
13. weekend 
выходные (дни) 
14. date 
число 
15. today 
сегодня 
16. tomorrow 
завтра 
17. vesterdav 
вчера 
18. last week 
прошлая неделя 
19. this week 
эта неделя 
20. next week 
следующая неделя 
21. every dav 
каждый день 
22. once а week 
раз в неделю 
23. twice a week 
два раза в неделю 
24. three times а week 
три раза в неделю 


Talk about the calendar. 
/hat's today’s date? It’s Mare 
What day i is it? It's Tuesday. 





What day was vesterday? It was Monday. 


SUN а MON № TUE № WED № ‘THU 


TH F 5А 





Share your answers. 
1. How often do you come to school? 
2. How long have you been in this school? 


Календарь The Calendar 





Months of the year 
Месяцы года 
























25. January 
= 1 $L ái = ж | | — 
Hi НЕЕ 5 a M ш i3 п] 4] | 26. February 
| | : BD I4 2ё4 Zi} | it | Tu эй 2] | 22! 7? 37 24) | 3 | AD 24| | Nb 
| TEE | 2۹| 26| 27| 28] ME 2$] 26) 27| 28 set 10 т} 27. March 
^ 
APR MAY x JUN (30 Mp 
HUS мом TUE тхо rw ву. BEN MOM na кй А SUM моч TUE жип лиг бн, ыз. 
[Ц =e E.: , / 1-7 у 8M M و‎ i] 2 28. April 
ase рф + -+ — $< —* . Ы E | : т 
[ I| чи Di | 21] 11 MI 15] 16 17] 18) 19] o | necs 
Jj T UE S z 31 = TA А] ^ + „> 42 1 ЧЕ x4] j | j 
ЕЕЕ 2) 2e | ze 20 21| 2 и | 29. May 
| 29) ЗИ | > 57 27| 28 24 101 I E 7 май 
|. 
JUL E AUG 62 Стан >н 
oer иш лз. vto n T Jti MUN тїз жю TU A = 2 | DU. ЛИК 
|; + —=— a . i T | 4 == — ж E E 1] i ?| 3| июнь 
чи à i| i4 > 6 5| 9. IO) H | 
D -4 4 = = ce) ee es لس‎ a ain chal Р = 
isi iel J 18| 19| om Il [12| 13| 14| 5| ló| i7| 18 i i4 31. July 
-— + + wmm = B aa = b ah + ^ Ё ا‎ К à + 
а 28 | 196 20] 21 di 23| Э 29 25| [ 14 17] 18 19 2M 21| 22] | июль 
ВГ | 1 29] i 2 |2 79] | 
август 





LM MON тув moto 
[3] 33. September 
сентябрь 
34. October 
октябрь 
35. November 
ноябрь 
36. December 
декабрь 











Seasons 
Времена года 
37. spring 

весна 


38. summer 
пето 


39. fa | | 
осень 


40. winter 
зима 


41. birthday 
день рождения 

42. anniversary 
годовщина 

43. legal holiday 
государственный 
праздник 

44, religious holiday 
церковный праздник 

45. appointment 
приём у врача 


46. vacation 
отпуск 





Talk about your birthday. 

My birthday is in the winter. 

Му birthday is in January. 

My birthday is on January twenty-sixth. 


Use the new language. 
Look at the ordinal numbers on page 14, 
Use ordinal numbers to say the date. 


It's June 5th. Its the fifth. 
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1. $.012 1€ 3. $.10 = 10 5. $.50 = 50€ 


а penny/1 cent à dime / 10 cents a half dollar 

один цент / 1 цент десять центов / 10 центов пятьдесят центов / 50 центов 
2. 5.05 = 56 Д. 5.25 = 256 6. $1.00 

а nickel /5 cents à quarter / 25 cents a silver dollar 

пять центов / 5 центов двадцать пять центов / 25 центов серебряный доллар 
Bills Счета : 












7. $1.00 9. $10.00 


11. $50.00 
a dollar ten dollars fifty dollars 
доллар десять долларов пятьдесят долларов 
8. $5.00 10, $20.00 12. $100.00 
five dollars twenty dollars one hundred dollars 


пять долларов двадцать долларов сто долларов 











13. cash 15. credit card 17. traveler's check 
наличные (деньги) кредитная карточка дорожныи чек 
14. personal check 16. money order 
(пичным) чек Dene Hon перевод 
More vocabulary Other wavs to talk about money: 
borrow: to get money from someone and return it later а dollar bill or a one а ten-dollar bill or a ten 
lend: to give money to someone and get it back later а five-dollar bill or ative а twenty-dollar bill or a 
twenty 


pay back: to return the money that you borrowed 








MM 6 “These sweaters 
„7 Tm looking for ^. are only $9.99. 2 


А. shop tor Е. keep 
покупать оставить 
В. sell F. return 
продавать вернуть 
C. pay for / buy G. exchange 
платить / купить обменять 
D. give 1. price tag 
дать (сдачу) ценник 
Моге vocabulary s 


When you use а credit card to shop, vou get a bill in the 
mail. Bills list, in writing, the items vou bought and the 
total you have to pay. 





. regular price 


(обычная) цена 


3. sale price 


цена во время распро- 
дажи / цена со скидкой 


. bar code 


штриховой код 


. receipt 


чек 


Share your answers. 
1. Мате three things vou pav tor every month. 
2. Name one thing you will buy this week. 

3. Where do vou like to shop: 






. price /cost 


цена / стоимость 


. sales tax 


налог на продажу 


. total 


итого / общая сумма 


. change 


сдача 
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Age and Physical Description Возраст и описание внешности 
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1. children 4. 6-year-old boy 7. 13-yearold boy 10. woman 
2. baby 5. 10-vear-old girl 11. man 
: нок / M : яя дев 8. 19-year-old girl мужч 
3. toddler 6. teenagers ооо ведения 12. senior citizen 


9. adults 





13. young 17. average height 21. average weight 25. physically challenged 
14. middle-aged 18. short 22. thin /slim nocTaTKaMi 
nemen ‚ j кудой / худа 26. sight impaired / blind 
15. elderly 19. pregnant —— одни 
килой жила беременная 23. attractive | 
16. tall 20. heavyset ри — - 27. hearing impaired / deaf 
24. cute 
Talk about yourself and your teacher. Use the new language. 
{ am young, average height, and average weight. Turn to Hobbies and Games, pases 162—163. 
My teacher is a middle-aged, tall, thin man. Describe each person on the page. 


He's a heavy-set, short, senior citizen. 
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Описание причёски Describing Hair 


SHAMPOO 
BLOW DRY 
| CUT 








1. short hair 8. bangs 15. black hair 22. comb 
короткие волосы челка брюнет / брюнетка расческа 
2. shoulder-length hair 9. straight hair 16. blond hair A. cut hair 
волосы до плеч прамые волосы блондин / блондинка делать стрижку ; 
3. long hair 10. wavy hair 17. brown hair quem 
длинные волосы волнистые волосы шатен / шатенка В. perm hair 
4. part 11. curly hair 18. brush делать химическую 
пробор вьющиеся ! кудрявые щетка esteem: 
5. mustache волосы 19. scissors С. set hair 
усы 12. bald ножницы денать укладку 
6. beard "oes 20. blow drver D. color hair/dve hair 
борода 13. gray hair фен as ee 
7. sideburns o Cs 21. rollers 
бакенбарды 14. red hair бигуди 


рыжие волосы 


More vocabulary Talk about your hair. 
hair stylist: a person who cuts, sets, and perms hair My hair is long, straight, and brown. 
hair salon: the place where a hair stylist works ! have long, straight, brown hair, 


When | was а child my hair was short, curly, and blond. 
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Family 





1. grandparents 


Tom Lees Family 











3. grandfather 





10. aunt 11. uncle 


7. (Min and Lu's) 
grandson 

Ana Garcia's 

Family 









Апа д 


13. mother-in-law 14. father-in-law 


Marta f 2 arlos Tito 


20. (Tito's) wife 








15. sister-in-law sono: 16. brother- in-law 19. Sho Ran 
E y @ Eddie Sara Felix 
17. niece 18, nephew 21. daughter 22. son 
More vocabularv Share your answers. 
Lily and Emily are Min and Lu’s granddaughters. 1. How many brothers and sisters do you have? 
Daniel is Min and Lu's son-in-law. 2. What number son or daughter are vou? 
Ana is Berta and Mario's daughter-in-law. 3. Do you have any children? 
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Lisa Smith's Family 


23, married 
женатый / зг 








25. single mother ee 26. single father 
мать-одиночка | 





отец-одиночка 


. remarried 
вторично 
женатый 
вышедшая 
замуж 








29. half brother 30, half sister 








сводный брат сводная сестра 
More vocabulary 
Carol is Dan's former wife. Rick is Carol's husband. 
Sue is Dan's wife. Lisa is the stepdaughter of both Rick and Sue. 


Dan is Carol’s former husband. 
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Daily Routines Распорядок дня 


B 


| | | 6:30 А.М. ТТЕ 
P m Д 
TE IP! | 





A. wake up F. make lunch J. be in school 
просыпаться готовить обед быть в школе 

B. get up G. take the children to schoo! K. work 
вставать отвозить детей в школу работать 

С. take a shower H. take the bus to school L. go to the market 
принимать душ ехать в школу на автобусе идти на рынок 

D. get dressed l. drive to work/go to work M. leave work 
одеваться ехать на работу на машине / идти уходить с работы 

на работу 


Е. eat breakfast 
завтракать 


Grammar point: ird person singular 


For he and she, we add -s or -es to the verb. These verbs are different (irregular): 
He/She wakes up. be He/She is in school at 10:00 a.m. 
He/She watches TV. have He/She has dinner at 6:30 p.m. 





5:30 РМ. 


6:30 РМ. | 


ل 


N. clean the house 
убирать дом 

О. pick up the children 
забрать детей 


Р. cook dinner 
ГОТОВИТЬ ужин 


О. come home get home 
придти домой / попасть домой 


| b: Xx) PM, — 





. have dinner 


ужинать 


. watch IV 


смотреть телевизор 
do homework 


делать домашнюю работу 


‚ relax 


отдыхать 


Распорядок дня Daily Routines - 





‚ read the paper 


читать газету 


‚ exercise 


делать гимнастику 


. go lo bed 


пожиться спать 


. go to sleep 


идти ITE 


Talk about vour daily routine. 
! take a shower in the morning. 
{ go to school in the evening. 

{ go to bed at 11 o'clock. 


Share your answers. 


1. Who makes dinner in vour family? 


2. Who goes to the market? 


3. Who goes to work? 


Life Events 





A. be born 


B. start school 


doe DEPARTMENT or | 
C. immigrate IMMIGRATION 





D. graduate 


E. learn to drive 


Е. join the arms 


G. get a job 


H. become a citizen 


|l. rent an apariment 


J. go to college 


K. fall in love ! | 1957 | По ‘ИЯ 1055 


L. get married 








Grammar point: past tense These verbs are different (irregular: 
start be — was have — had 
` learn | get — gol buy — bought 
join. ted become — became 
rent go — wem 
28 travel fall — fell 








М. have а baby 
родить ребёнка 


М. travel 
путешествовать 


О. buy a house 
купить дом 


Р. move 
переехать 





О. have а grandchild 
иметь внука; внучку 
К. die 
умереть 





1.05 Angeles High Schoo! 1. birth certificate 















Registre Emi е RESIDENT ALIEN свидетельство о рождении 
Arts dc Pacienta аки per l 2. diploma 
PEREZ, MARTIN * диплом 
01-08-28 E | | 
з es als #045508414 (7 3. Resident Alien card 
048 e 10-28-40 - вид на жительство 
chm | | (3) 
| S ОР AMERICA 4. driver's license 
ECA IENE SOCIAL SECURITY (Pomme j | аны 
| 7 a: Ч зы ыз У T А ss 
mid | 5. Social Security card 


карточка HOMGeDOM 


*OLLManbHoOT МЕС. neuevMimm 
6. Certificate of Naturalization 


видетельство о получении 
ражданства 


7. college degree 
диплом колледжа 










X MAREAGE 


ی 
ыы‏ س oh‏ 





8. marriage license 
видетельство о браке 


CERTIFICATE vi REGISTRY of 
МАТТЫ к FRU pio 


9. passport 


= маха p ИЛ 
; | | паспорт 


چم سے ے 





9 
QUO 





Talk about vourself. 

{ was born in 1968. 

1 learned to drive in 1987. 
1 immigrated in 1990. 


Е 


о 





Feelings Чувства 





1. hot 
жарко 

2. thirsty 
хотеть пить 


3. sleepy 
хотеть спать 


4. cold 
холодно 


5. hungry 


голоден / голодна 


6. full 


сыт сыта 





7. comfortable 

удоОоно 
8. uncomfortable 
неудобно 
disgusted 
миспытывающии | WCTIBI 
тывакющая отвращение 


10. calm 
сгюкоиныи | споксиная 


ndi 


11. nervous 
нераный нервная 


12. in pain 
испытывающий 


испытывающая боль 


worried 
обеспокоенный 
обеспокоенная 
14, sick 

больной / больная 
15. well 

хорошо 
16. relieved 
ne ЧЕ 
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17. hurt 
обиженный | обиженная 


lonely 
одинокий, одинокая 


18 


19. in love 








влюблёенныи 

влюбленная 
More vocabulary Talk about your feelings. 
furious: very angry exhausted: very tired l feel happy when | see my friends. 
terrified: very scared starving: very hungry ! Тее! homesick when | think about 
overjoyed: very happy humiliated: very embarrassed my family. 
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| Чувства Feelings 


20. sad 

грустный / грустная 
21. homesick 

чувство ностальгии / 
тоски по родине 

по дому 

22. proud 

гордый / гордая 






. excited 
язволнованныйи 
язволнованная 

‚ scared 
испуганный / испуганная 

. embarrassed 
испытывающии 
испытывающцщая 
неловкость 


. bored 

скучающий / скучающая 

confused 

смущённый / смущённая 
. frustrated 
расстроенныи 
расстроенная 


|. angry 
сердитый / сердитая 
. Upset 
огорченныи 
огорченная 


. Surprised 
удивленныи 
удивлённая 
‚ happy 
счастливый / счастливая 


‚ tired 
усталыи : усталая 





Use the new language. 


Look at Clothing I, page 64, and answer the questions, 3. How does the woman at the bus stop feel? 
1. How does the runner feel? 4. How do the teenagers feel? 
2. How does the man at the bus stop feel? 5. How does the little boy feel? 
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1. graduating class 5. podium 
= b М. d к м Fi I enpa 
2. gown 6. graduate 


Sel | е ч], 


3. Cap 7. diploma 
апка HOW VOU 3 еста х) 
4. stage 8. valedictorian 
ена Bbil Ty CK; 


A. 


audience 


4 


1 j kaf JOVA 


photographer 


T 
+ Lid ++ 


graduate 
окончить 


Li -X 
å 


. guest speaker 


Iv! IHLICA DiN 


Ln 


B. applaud / clap 

аплодировать / хлопать 
а Ден ГА 

С. сгу 
плакать 

О. take a picture 
делать снимок 
фотографировать 

Е. give a speech 


выступать C речь» 


Talk about what the people т the pictures are doing. 


She is 
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taking a picture. 


jving a speech. 
iim nini He 


smiling. 
L laughing. 


making a toast. 


| graduating. 


hugging. 
kissin р. 


L applauding. 


Окончание школы A Graduation 





Е - 
# * P 
p” v 


* ‚ Га 
5 E 


> | | э 

CON C R T | о! | 

| | ] - a | ta | 
NGRATULATION 


GRADUATE: 





12. caterer 15, banner 18. gifts H. laugh 
организатор банкета знамя юдарки смеяться 

13. buffet 16. dance floor F. kiss 1. make а toast 
буфет / шведский стол танцплощадка целовать / целоваться произносить тост 

14. guests 17. DI (disc jockey] G. hug J. dance 
гости диск-жокей обнимать / обниматься танцевать 





Share your answers. 


1. Did you ever go to a graduation? Whose? 4. Did you ever go to a graduation party? 
2. Did you ever give a speech? Where? 5. What do you like to eat at parties? 
3. Did vou ever hear a great speaker? Where? 6. Do vou like to dance at parties? 
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34 








1. the city/an urban area 2. the suburbs 





11. nursing home 12. ranch 


More vocabulary 
duplex house: a house divided into two homes 


condominium: an apariment building where each 
apartment is owned separately 
co-op: an apartment building owned by the residents 


=| 


The = 
e 


3. а small town 4. the country / a rural area 


13. farm 


Share your answers, 

1. Do vou like where vou live? 

2. Where did you live in vour country? 
3. What types of housing are there near vour school? 











Renting an apartment Съём квартиры To. 
j | n _ | бе | 
ел) — _ \їпсїшбөй./ 





A. look for a new apartment B. talk to the manager C. sign a rental agreement 
искать новую квартиру говорить с менеджером подписать договор об аренде 





D. move т | ck Е, pay the rent 
въехать в (квартиру) распаковать вещи платить за квартиру 


Buying a house Покупка дома 












m , -m = Е „е __ -. - — 
G. talk to the Realtor H. make an offer |. get a loan 
говорить C агентом по продаже сделать предложение получить ссуду (в банке) 
недвижимости 











-<r - —- я 


=" 








1 | 
7 “ 2 =: 
^d Р | 
|" | 

pooo o o с заи 
| take ownership K. arrange the furniture L. pay the mortgage 

вступить во владение расставить мебель выплачивать ссуду 

зобственностью 
More vocabulary Practice talking to an apartment manager. 
lease: a rental agreement for a specific period of time How much is the rent? 
utilities: gas, water, and electricity for the home Are utilities included? 


When can ! move in? 
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Apartments Квартиры 





Entrance 


т Do 
— | 












- = 
Hon Room | 





— | 
| 


| Recrea 





1. first floor 6, plavground 11. vacancy sign 
первыми этаж детская площадка вывеска о сдаче квартиры в аренду 
2. second floor 7. fire escape 12. manager / superintendent 
второй этаж пожарный выход менеджер ‹ комендант 
3. third floor 8. intercom / speaker 13. security gate 
гретий этаж переговорное устройство запирающиеся ворота 
" и интерком Г : E 
4. fourth floor | 14. storage locker 
четвёртый этаж 9. security system кладовка 
E" истема безопасности — 
5. roof garden 15. parking space 
сад на крыше 10. doorman гоянка 
HOOT bE 


More vocabulary Talk about where you live. 

rec room: а short wav of saying recreation room | live in Apartment 3 near the entrance. 

basement: the area below the street level of an apartment I live in Apartment 1] on the second floor near the fire 
or a house escape. 


Квартиры Apartments 





ә 

A 
TU =. 
“19; 
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1444800040104 >, 
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16. swimming pool 23. fire exit 30. doorknoh 
17. balconv 24, trash chute 31. kev 
18. courtyard 25. smoke detector 32. landlord 
19. air conditioner 26. stairway 

33. tenant 
20. trash bin 27. peephole 

34. elevator 
21. alles 28. door chain 

| 35. Stairs 

22. neighbor 29. dead- bolt lock 


36. mailboxes 


Grammar point: fhere is, there are Talk about apartments. 

singular: there is plural: there are Му apartment has an elevator, а lobby, and а rec room. 
There is а fire exit in the hallwav. My apartment doesn't have а pool or а garage. 

There are mailboxes in the lobby. Му apartment needs air conditioning. 





bo 


"Pa 
й 





| | - \ ар 
3 ا‎ "мы EL. АНИ 
1. floor plan 7. garage door 13. steps 18. shutter 
2. backyard 8. screen door 14. front indt 19. gutter 
3. ^o 9. porch light 15. front yard 20. rooi 
4, mailbox 10, айй 16. deck 21. chimney 
5. Ринок ; 11. front door | 


22. TV antenna 
17. window изи 


12. storm door 
6. garage 


More vocabulary Share your answers. 

two-story house: a house with two floors 1. What do you like about this house? 

downstairs: the bottom floor 2. What's something you don't like about the house? 
upstairs: the part of a house above the bottom floor 3. Describe the perfect house. 
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1. hedge 
2. hammock 
3. garbage can 


4. leat blower 


5. patio furniture 
6. patio 


7. barbecue grill 


8. sprinkler 

9, hose | 
10. compost pile 
11. rake | | 
12. hei clippers 


13. shovel 


14. trowe! 


20. 


21 


. pruning shears 


. wheelbarrow 


‚ watering can 
‚ flowerpot 

. flower 

bush 


. lawn 


Двор 


22. 


участок А Yard 





lawn mower 


weed the flower bed 


з Г Fi 
pee F 


ый 


water the plants 


поливать 


mow the lawn 


KOCHTE 


plant a tree 


сажать де 


trim the hedge 


FA FI rD SD ү m 
подрезать 


rake the leaves 


сгреоать 


Talk about your yard and gardening. 


| like to plant trees. 
! don't like to weed. 


! like /don't like to work in the vard/garden. 


Share your answers. 


1. What flowers, trees, or plants do vou see in the 
picture? (Look at Trees, Plants, and Flowers, pages 


128-129 tor help. 


2. Do vou ever use a barbecue grill to cook? 39 





A Kitchen Кухня 





1. cabinet 
кухонный шкаф 
2. paper towels 
бумажные полотенца 
3. dish drainer 
сушилка для посуды 
4. dishwasher 
юсудомоечная машина 
5. garbage disposal 
зэлектромусоропровод 
6. sink 1 
мойка 
7. toaster 
тостер 


AX ————— — Á——ÀL LLL о с 8 ЕЕ 
Share your answers. 


= - чарак À - = — — M = 


8. shelf 
полка 


9. refrigerator 
холодильник 


10. freezer 


морозилка 


11. coffeemaker 


реварка 


12. blender 


Олендер 


3. microwave oven 
микроволновая печь 


14. electric can opener 


электрическая 
OT крыва алка 


Talk about the location of kitchen items. 


The toaster oven is on the coun 


fer near the stove. 


The microwave is above the stove. 


15. 


20, 


21. 


toaster oven 
духовка-тостер 
pot 
кастрюля 
teakettle 

Atal ala‏ 4ا 
stove‏ 

плита 
hurner 
горелка 
oven 
духовка 
broiler 
бройлер 


22. 


23. 


24. 


Pe 
wl 
* 


26 


27 








counter 

кухонный стол 
drawer 
выдвижной ящик 
pan 

кастрюля 

electric mixer 
электрический миксер 
food processor 
кухонный комбаин 
cutting board 
€ 


1. Do you have а garbage disposal? a dishwasher? 
a microwave? 


2. Do you eat in the kitchen? 


hina cabinet 
ервант / буфет 
> st of dishes 
-D, 3 
Water 
— 
&. ceiling fan 
лочный 
вентилятор 
>. hght fixture 
ъетильник 
&. serving dish 
‘non 


candle 


зеча 





*vectice asking for things in the dining room. 
ease pass the platter. 
ыу ! have the creamer? 


uid { have a fork, please? 


8. 


9. 


10, 


11. 


12 


13 


14 


candlestick 
подсвечник 
Vase 

ваза 

{гау 

поднос 
teapot 
чайник 
sugar bow! 
сахарница 
creamer 
молочик 


saltshaker 
сопонка 





15. 


16 


+ 


17 


$ 


18 


19. 


20 


21. 


Столовая A Dining Area 


pepper shaker 
dining room chair 
стул от обеденнох 
Гарнитура 

dining room table 
обеденный стол 
tablecloth 
скатерть 

napkin 

салфетка 

place mat 
салфетка под 
столовый прибор 
tork 

вилка 


Share your answers. 


22. 


26. 


17. 


28. 








knife 


FIO 


. spoon 


пожк.а 


. plate 


тарелка 


. bowl 


миска / глубокая 
тарелка 

glass 

стакан 

coffee cup 
кофеиная чашка 
mug 

кружка 





1. What are the women in the picture saying? 


2. In your home, where do vou eat? 
3. Do you like to make dinner for sour friends? 
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A Living Коот Гостиная 





3. 


. bookcase 


книжный шкаф 
basket 
корзина 

track lighting 
направленное 
освещение 
lightbulb 
лампочка 
ceiling 
ПОТОЛОК 

wall 

стена 
painting 
картина 


-— 
-— 


mantel 
каминная полка 
fireplace 

камин 

fire 

W Orb 

йге screen 
заслонка 


. logs 


IO De HbA 


wall unit 


стенка 


stereo system 
тереосистема 


15. floor lamp 
торшер 


16. drapes 
шторы 

17. window 
PRHO 

18. plant 
цветок 


19. sofa/couch 
софа! диван 


= 
> 


throw pillow 
декоративные подушки 


‚ end table 
прис тавнои столик 


hz 
= 


22. 


23. 


24 


hz 
wl 


26 


27. 





magazine holder 
подставка для 
журналов и газет 
coffee table 
журнальный столик 
armchair/easy chair 
кресло 

love seat 

диван на двоих 

IV (television) 
телевизор 

carpet 

ковер 
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Use the new language. 


Look at Colors, page 12, and describe this room. 
There is а gray sofa and a gray armchair. 


Talk about vour living room. 


In my living room I have a sofa, two chairs, and 


а coffee table. 


I don't have a fireplace or a wall unit. 


Ванная А Bathroom 








1. hamper 8. towel rack 15. toilet paper 22. sink 
корзина для грязного вешалка для гуалетная бумага умывальник | раковина 
ate — 16. toilet brush 23. soap 
2. bathtub 9. tile щётка для унитаза мыло 
— кафель 17. toilet 24. soap dish 
3. rubber mat 10. showerhead унитаз мыльница 
резиновый коврик душ 18. mirror 25. wastebasket 
4. drain 11. (mindblinds зеркалс корзина для мусора 
— — 19. medicine cabinet 26. scale 
5. hot water 12. bath towel аптечка весы 
РУЧНАЯ BURE банное полотенце 20. toothbrush 27. bath mat 
6. faucet 13. hand towel зубная щётка коврик для ванной 
тан ng "Op алт рун 21. toothbrush holder 
7. cold water 14. washcloth подставка для зубных 
холодная вода мочалка из махровои щеток 
ткани 
Моге vocabulary Share your answers. 
half bath: a bathroom without a shower or bathtub 1. Do you turn off the water when you brush your teeth? 


: : зем veut TA 5? 
Enen closet: a closet or cabinet for towels and sheets wash your hair? shave: 


tall shawen a shower without a betlitub 2. Does your bathroom have a bathtub or a stall shower? 








А Bedroom Спальня 














| a vA TA ИШ з au n SIME 





1. mirror 8. bed 15. headboard 22. dust ruffle 
зеркал кровать спинка кровати простыня с подзором 
2. dresser / bureau 9. pillow 16. clock radio 23. rug 
комод гюдушка радио с часами половик / ковёр 
3. drawer 10. pillowcase 17. lamp 24. foor 
выдвижнои ALU HR наволочка лампа ПОЛ 
4. closet 11. bedspread 18. lampshade 25. mattress 
шкаф юкрывало абажур матрас 
5. curtains 12. blanket 19. light switch 26. box spring 
шторы одеяло выключатель пружины кровати 
6. window shade 13. flat sheet 20. outlet 27. bed frame 
занавески IDOCTHHA розетка рама 
7. photograph 14. jittec®sheet 21. night table 


фотография простыня-наматрасник ночной столик 





Use the new language. Share vour answers. 


Describe this room. (See Describing Things, page 11, 1. What is your favorite thing in your bedroom? 
for help.) | 2. Do vou have a clock in vour bedroom? Where is it? 
! see a soft pillow and a beautiful bedspread. 3. Do vou have a mirror in your bedroom? Where is it? 


adi 


. bunk bed 
даухэтажная кровать 


= 


omiorter 
JDenng 
3. night-light 
es ir t М 
4. mobile 
юдвесная игрушка над 
роватью ребенка 
5. wallpaper 
бои 
b. crib 
детская кроватка 


7. bumper pad 
бордюр из подушек 

8. chest of drawers 
КОМОД 

9, baby monitor 


монитор «электронная 
HAHA 


10. teddy bear 
мишка 

11. smoke detector 
дымоуловитель 


12. changing table 
пеленальный стол 


Talk about where items are in the room. 
"he dollhouse is near the coloring book. 


he teddy bear is on the chest of drawers. 


13 


14 


15. 


16. 


18. 


Детская A Children’s Bedroom 


diaper pail 
ведро для 
использованных 
подгузников 
dollhouse 
игрушечный дом 


blocks 


кубики 

ball 

мяч 

picture hook 

книжка с картинками 


doll 


кукла 


Share your answers. 
1. Do vou think this is а good room ior children? Why? 
2. What tovs did vou play with when vou were a child? 





20. 





cradle 
колыбель 
coloring book 
книжка для 
раскрашивания 


Crayons 

цветные карандаши 
puzzle 

головоломка 


stuffed animals 
мякие игрушки 


. tov chest 


ящик для игрушек 


3. What children’s stories do you know? 
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Housework Работа по дому 





0 ui 


nm Ht 





A. dust the furniture С. make the bed M. wash the dishes 
вытирать пыль с мебели застилать постель мыть посуду 
В. recycle the newspapers Н. put away the tovs N. dry the dishes 
сдавать газеты в макулатуру убирать игрушки вытирать посуду 
С. clean the oven l. vacuum the carpet O. wipe the counter 
мыть духовку пылесосить ковер вытирать кухонный стоп 
D. wash the windows J. тор the floor Р. change the sheets 
мыть окна мыть пол менять постельное бельё 
Е. sweep ihe floor К. polish the furniture Q. take out the garbage 
подметать пол полировать мебель выносить мусор 
F. empty the wastebasket L. scrub the floor 
выбрасывать мусор из корзины мыть пол щёткой 


Talk about yourself. Share your answers. 

| wash the dishes every dav. 1. Who does the housework in your family? 
{ change the sheets everv week. 2. What is your favorite cleaning job? 

{ never dry the dishes. 3. What is your least favorite cleaning job? 


1. feather duster 
метёлка из перьев для 
смахивания пыли 
2. recycling bin 
ведро для сбора вторсырья 
3. oven cleaner 
средство для мытья духовки 
4. rubber gloves 
резиновые перчатки 
5. steel-wool soap pads 
металлические-войлочные губки 
пропитанные моющим средством 
6. rags 
тряпки 
7. мера ег 
стремянка 
8. glass cleaner 
жидкость для мытья окон 








9. squeegee 
резиновая швабра для мытья окон 
10. broom 
метла / веник 
11. dustpan 
совок для мусора 
12. trash bags 
пакеты для мусора 
13. vacuum cleaner 
пылесос 
14. vacuum cleaner attachments 
15. vacuum cleaner bag 
бумажные мешки для пылесоса 
16. wet mop 
швабра для мытья 








17. 


18. 


19. 


20. 


21. 


22. 


23. 


24. 


dust mop 

швабра для пыли 
furniture polish 
полироль 

scrub brush 
жёсткая щётка 
bucket pail 

ведро 

dishwashing liquid 
жидкость для мытья посуды 
dish towel 

кухонное полотенце 
cleanser 

моющее средство 
sponge 

губка 
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Household Problems and Repairs Неполадки и ремонт в доме 





ит 


1. The water heater is not working. 
пагреватель воды не работает 
T. Ihe power 15 out. 
пектричества нет 


3, The root is leaking. 


крыш 3 течет 


P 


The wall is cracked 
„тена потрескалась 
Ihe window is brokeri. 
JKHO разбито 


- 


Use the new language. 


Look at Tools and Building Supplies, pages 150—151. 
Name the tools you use for household repairs. 





6. The lock is broken. 
замок сломан. 

7. The steps are broken. 
ступеньки сломаны 

8. rooter 
кровельщик 

9. electrician 
электрик 

10. repair person 

мастер 


11. locksmith 
песарь 
12. carpenter 
MO T HIM 
13. fuse box 
олок предохранителеи 
14. gas meter 


азовыи счетчик 


| use а hammer and nails to tix a broken step. 
| use а wrench to repair a dripping faucet, 


Неполадки и ремонт в доме Household Problems and Repairs 








в» у А 

15. The furnace is broken. 20. plumber 24. апі) 

Печка сломана. водопроводчик муравеи (муравьи) 
16. The faucet is dripping. 21. exterminator 25. cockroachtes) 

кран течет. дезинсектог таракан (тараканы 
17, The sink is overflowing. Household pests 26. mice* 

Раковина засорилась. домашние паразиты / мышь (мыши) 
18. The toilet is stopped up. вредители 27. гай) 

унитаз засорился 272. termiteísi крыса (крысы 
19. The pipes are frozen. термит (термиты 

Трубы замерзли. 23. Пеаѓѕ) *Note: one mouse, two mice 

бпоха DOnOXM | 

More vocabulary Share your answers, 
fix: to repair something that is broken 1. Who does household repairs in your home? 
exterminate: fo kil! household pests 2. What is the worst problem a home can have? 


pesticide: a chemical that is used to kill household pests 3. What is the most expensive problem а home can 
have? 
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1. grapes 
BMA! LII 
2. pineapples 
ананасы 
3. bananas 
бананы 


4. apples 
яблоки 

5. peaches 
ерСсики 


6. pears 
груши 


7. apricots 
абрикосы 


8. plums 
SABE 


Language note: a bunch of 


9. grapefruit 
грейпфрут 


10. oranges 
апельсины 


11. lemons 
ПИКИ НЫ 


12. limes 
пайы 


13. tangerines 


мандарины 


avocadoes 
звокадо 


14 


15, cantaloupes 


Кканталпутіа / MYLAYCHah 


дыня 


16. cherries 


BiMLLI HM 


We say a bunch of grapes and а bunch of bananas. 


strawberries 
клубника 


17 


18 


raspberries 
малина 
blueberries 


+ерника 


19 


20. papavas 


папайя 


21. mangoes 
MAHT i 


22. coconuts 


кокосовые орехи 


23. nuts 
JDCXM 


24. watermelons 
ароузы 


Share your answers. 


dd. 


28. 


29. 


30, 





. dates 
риники 


prunes 
чернослив 
raisins 

vA p Mt 

not ripe 
неспелый / ая / ое 
зеленый г ая / ое 
пре 

LINSIIBIM ан Oe 
rotten 

нло / dM Ote 


1. Which fruits do you put in a fruit salad? 


2. Which fruits are sold in your area in the summer? 


3. What fruits did you have in vour country? 


Овощи Vegetables 








1. lettuce 9. celery 16. cauliflower 24. asparagus 
салат-патук сельдерей цветная капуста паржа 
2. cabbage 10. parsley 17. scallions 25. string beans 
капуста петрушка зеленыи лук гручковая Фасоль 
3. carrots 11. spinach 18. egeplants 26. mushrooms 
морковь шпинат баклажаны грибы 
4, zucchini 12. cucumbers 19. peas 27. com 
цуккини огурцы горох кукуруза 
5. radishes 13. squash 20. artichokes 28. onions 
редис кабачок / тыква артишоки y" 
6. beets 14. turnips 21. potatoes 29. garlic 
свекла pena / брюква картофель есном 
7. sweet peppers 15. broccoli 22. yams 
ладкий перец брокколи / спаржевая ямс / батат 
8. chili peppers — 23. tomatoes 
устрый перец помидоры 
Language note: а bunch of, а head of Share your answers. 
We say a bunch of carrots, a bunch of celery, and a 1. Which vegetables do you eat raw? cooked? 
пей of spinach. . | | TOR dista | 
bunch of spinach 2. Which vegetables need to be in the refrigerator? 
kd s hus cok La T | roe 28, ЕР "m : А à К зс 
We say а he ad of letfuce, a head of cabbage, and a 3. Which vegetables don't need to be in the refrigerator? 
head of cauliflower, 51 
5 


Meat and Poultry Maco и птица 


, MEAT 












Beef Говядина Pork Свинина Lamb Баранина 

1. roast heef 5. beef ribs 9. ham 13. lamb shanks 
ростбиф говяжьи ребрышки ветчина крупные куски 

2. steak 6. veal cutlets 10. pork chops баранины 
бифштекс телячьи отбивные свиные отбивные 14. leg of lamb 

3. stewing beet 7. liver 11. bacon Capon нога 
тушёная говядина печенка бекон | копченая 15. lamb chops 

4. ground beef 8. tripe грудинка бараньи отбивные 
говяжий фарш требуха 12. sausage 


колбаса 


_POULTRY | 





16. chicken 19. breasts 22. drumsticks 24. raw chicken 
курица рудки куриные ножки сырая курица 
17. turkey 20. wings 23. gizzards 25. cooked chicken 
индеика крылышки желудки приготовленная 
18. duck 21. thighs курица 
утка куриные Окорочка 





More vocabulary Share your answers. 

vegetarian: a person who doesn't eat meat 1. What kind of meat do vou eat most often? 
Meat and poultry without bones are called boneless. 2. What kind of meat do vou use in soup? 
Poultry without skin is called skinless. 3. What part of the chicken do you like the most? 
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Деликатесы и дары моря Deli and Seafood 





— пи 
кн, olm 
— 





1, white bread 6. pastrami 11, Swiss cheese 







белый хлеб пастрами швейцарский сыр 
2. wheat bread 7. roast beef 12. jack cheese 
пшеничный хлеб ростбиф сыр жак 
3. rve bread 8. comed beet 13. potato salad 
ржаной хлеб сопонина картофельный салат 
4. smoked turkey 9, American cheese 14, coleslaw | 
копченая индейка американский сыр американский Canal | 
5. salami 10. cheddar cheese мо Gaon калушы 
салями сыр чеде{ 15. pem salad 
П 3 MSN ESI Ин 


Fish Рыба Shellfish Ракушки 
16. trout 20. halibut 22. crab 26. mussels | 
форель палтус краб мидии | 
17. catfish 21. filet of sole 23. lobster 27. oysters | 
сом филе камбалы омар устрицы | 
18. whole salmon 24. shrimp 28. clams | 
лосось / горбуша креветка моллюски 
целиком 25. Gi allons 29. fresh fish 
19. salmon steak гребешки свежая рыба 
Ment PUR адни 30. frozen fish 


мороженая рыба | 


Practice ordering а sandwich. | 
га like roast beef and American cheese on rye bread. 1. Do у vou like to eat fi sh? С 


Tell what you want оп it. 2. Do vou buy fresh or frozen fish? 


Please put tomato, lettuce. onions, and musiard on it. 
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F om tta 





A x 
1. bottle return 3. shopping сай 6. baked goods 9. dairy section 
4. canned goods | 10. pet food 
2. meat and poultry 7. Shopping basket 
section Б | 


‚ aisle 11. produce section 
\ 8. manager 











| 

| 

24. soup 28. псе 32. саКе 36. butter 

25. tuna 29. bread 33. yogurt 37. sour cream 
26. beans 30. rolls 34. eggs 38. dini | 
27. кое 31. onsite 35. milk 39. margarine 





Г 
Ы LE MERE ت‎ s d 






12. frozen foods 15. beverages 18. cash register 21. bagger 
13. baking products 16. snack foods 19. checker 22. paper bag 
17. checkstand 20. line 23. plastic bag 


14. paper products 








40. potato chips 44. ice cream 48. sugar 52. soda 
41. candy Баг 45. four 49. oil 53. bottled water 
42. gum 46. spices 50. apple juice 54. plastic wrap 


43. frozen vegetables 47. cake mix 51. instant coffee 55. aluminum foil 








1. bottle 2. jar 3. can 4. carton 
бутылка стеклянная консервная коробка 
банка пакет 








7. bag 8. package 9, six-pack 10. loat 
мешок / пакет упаковка упаковка из буханка 
5 предметов 

















13. a bottle of soda 17. a container of cottage cheese 21. а six-pack of soda 





бутылка газированной воды банка творога упаковка из шести банок 
14. а jar of jam 18. a box of cereal бутылок газированной воды 
банка варенья / джема / повидла пачка хлопьев / овсянки 22. а loat of bread 
15. a can of soup 19. a bag of flour буханка хлеба 
банка супа пакет муки 23. а roll of paper towels 
16. a carton of eggs 20. à package of cookies рулон бумажного полотенца | 


коробка ниц коробка печенья 24. a tube of toothpaste 
тюбик зубной пасты 











Some ет cannot be coris | el аша ds 

spices, or dairy foods. For jw сома =. 
box of rice, two boxes of rice. 

How much rice do you need? | need two boxes. 





IO ae 





А. Measure the ingredients, В. Weigh the food. С. Convert the measurements. 
Измерять ингредиенты Взвешивать продукты Перевести из одной системы мер 
в другую 


Liquid measures Меры жидкостей 





(5 












1. a fluid ounce of water 5. a gallon of apple juice 9. а 1/2 cup of raisins 
жидкая унция воды галлон яблочного сока полчашки изюма 

2. a cup of oil 6. à teaspoon of sall 10. a cup of flour 
чашка масла чайная ложка соли чашка муки 

3. а pint of yogurt 7. a tablespoon of sugar 11. an ounce of cheese 
пинта иогурта столовая пожка сахара унция сыра 

4. а quart of milk 8. a 1/4 cup of brown sugar 12. a pound of roast beet 
кварта молока четверть чашки неочищенного фунт говяжьей вырезки 

сахара 


EQUIVALENCIES 





Food Preparation Приготовление пищи 





Scrambled eggs — Яичница-болтунья 


` A. Break 3 eggs. D. Pour ihe eggs into 
| Разбейте 3 яйца the pan. 
B. Beat well. Вылейте ница в 
Хорошо взбейте ковородку 
С. Grease the pan. E. Stir. | 
Смажьте Перемешаите. 
сковородку маслом. Е Cook until done. 
Жарьте до 


готовности 








ый ‚_—. м 





Vegetable casserole — Тушёные овощи 


С. Chop the onions. К. Mix the ingredients. 
Нарежьте лук Перемешаите 
Н. Saute the onions. O OTN 
те лук 1. Bake at 550° for 
45 minutes. 


“ L. Steam the broccoli. , 
Готовьте в духовке 


Приготовьте на А, | 
пару брокколи 42 минут при 

~ ' температуре 350 
Натрите сыр на M 

терке 





Chicken soup Куриный суп 


M. Cut up the chicken. P. Boil the chicken. 










Разделайте курицу Сварите курицу 
М. Peel the carrots. Q. Add the vegetables, 
Почистите Добавьте овощи 
морковь К. Simmer for 1 hour. 
О. Slice the carrots. Варите 1 час на 


Нарежьте морковь медленном огне. 





Five ways to cook chicken Пять способов приготовления курицы 


nil 7 ii 
a [| 1 || 7 ч 
he 








5. fry T. barbecue / grill U. roast 


жарить на жарить на готовить (мясо) печь в духовке жарить 
сковородке углях / готовить на медленном при высокой переворачивая 


огне температуре 






Share your answers. 


1. What are popular ways in your country to make rice? 
| 1 bake potatoes. vegetables? meat? ^ 
| 2. What is your favorite way to cook chicken? 





Kitchen Utensils 





1. can opener 8. double boiler 16. paring knife 24, lid 
9. wooden spoon 25. saucepan 
2. grater 17. colander 
10. garlic press 26. cake pan 
3. plastic storage 18. kitchen timer 
солаи 11. casserole dish 
19. spatula 27. cookie sheet 
12. carving knife 
20. eggbeater 28. pie pan 
4. steamer | | 
13. roasting pan 
€x 21. whisk 29. pot holders 
5. frying pan | 
14. roasting rack 
22. strainer 30. rolling pin 
6. pot | 
15. vegetable peeler 
23. tones 31. mixing bowl 


7. ladle 





Talk about how Use the new language. 

You use a peeler to рее! potatoes. Look at Food Preparation, page 58. 

You use a pot to cook soup. Name the different utensils you see. 1 
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| Fast Food 





1. hamburger 8. green salad 15. doughnut 22. sugar substitute 
2. french fries 16. salad bar 
9. taco 23. ketchup 

3. cheeseburger 

10. nachos 17. lettuce 24. mustard 
4. soda 

11. trozen yogurt 18. salad dressing 25. mavonnaise 
5. iced tea | 

19. booth 26. relish 


6. hot dog 12, milk shake 


20, аму 
13, counter A. eal 


7. pizza 21. sugar 
14. muffin B. drink 


.. More vocabu lary Share vour answers, 

donut: doughnut (spelling variation) 1. What would you order at this restaurant? 

condiments: relish, mustard, ketchup, mayonnaise, etc. 2. Which fast foods are popular in your country? 
3. How often do you eat fast food? Why? 








4 


M M 










FFFFF 


v 


4 4 # 






. scrambled eggs 


яичница-болтунья 


‚ sausage 


колбаса 


‚ toast 


тост 


waffles 
вафли 


‚ syrup 


. pancakes 


блины / оладьи 


. bacon 


8. grilled cheese 


10. 


11. 


12, 


13. 


sandwich 
тост C сыром 


„ chef's salad 


фирменный салат 
soup of the day 
дежурныи суп 
mashed potatoes 
картофельное пюре 
roast Chicken 


курица, зажаренная в 


духовке 


steak 
бифштекс 


2175 





14. 


15. 


16. 


HN. 


18. 


19. 






baked potato 
печёный картофель 
pasta 

макароны 

garlic bread 
горячий хлеб с 
чесноком и маслом 
fried fish 

жареная рыба 

rice pilaf 

nnos 

cake 

торт / кекс 


Look at Fruit, page 50. 


20. pudding 
пудинг 
21. pie 
пирог 
22, cottee 
кофе 
23, decaf coffee 
кофе без кофеина 
24, tea 
чай 
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А Restaurant Ресторан 








= 
1. hostess 3. menu 5. patron/ diner 
метрдотель меню посетитель / обедающий 
2. dining room 4. server / waiter 
обеденныи зал подавальщик / официант 














А. set the table С. pour the water F. serve the meal |. pay the check 
накрыть на стол налить воды подать на стол оплатить счёт 
В. seat the customer D. order trom the menu С. clear the table J. leave a tip 
проводить посетителя заказать блюдо из убрать со стола оставить чаевые 
к столу меню Н. carry the trav 
E. take the order нести поднос 
принять заказ 
More vocabulary Practice giving commands. 
eat out: fo go Ю a restaurant to eat Please set the table. 
take out: to buy food at a restaurant and take it home i'd like vou to clear the table. 
to eat Its time to serve the meal. 
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6. server / waitress 8. bread basket 
подавальщица. корзинка с хлебом 
официанка 9. busperson 

7. dessert tray помощник / помощница 
поднос с десертом официанта 





14. place setting 18. soup bow! 
столовый прибор суповая тарелка 

15. dinner plate 19, water glass 
мелкая тарелка стакан для воды 

16. bread-and-butter plate — 20. wine glass 
тарелка c хлебом и фужер / бокал 
— 21. cup 

17. salad plate чашка 


тарелка для салата 


Talk about how you set the table т your home. 
The glass is on the right. 

The fork goes on the left. 

The napkin is next to the plate. 


10. kitchen 12. dishroom 
кухня посудомоечная 
11. chet 13. dishwasher 


22. saucer 26. steak knife 
блюдце нож для мяса 
23. napkin 27. knite 
салфетка нож 
24. salad fork 28. teaspoon 
вилка для салата чайная ложка 
25. dinner fork 29. soupspoon 
столовая вилка столовая ложка 


Share your answers. 
1. Do vou know anyone who works in a restaurant? 
What does he or she do? 


2. In vour opinion, which restaurant jobs are hard? 
Why? 
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Clothing I Одежда! о 
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three-piece suit 
KOCTIOM-TDOMWKd 
2, suit 


KOCTIOM 


3. dress 


4. shirt 
рубашка 


5. jeans 


Джинсы 


IOW SHOW! 


ڪڪ 





6. sports coat 11 


. pullover sweater 
портивныи пиджак уповер / свитер 
7. turtleneck 12. T-shirt 
aopona3«a DVTOOnKA 
8. slacks / pants 13. shorts 
DDIOKM / штаны шорты 
9. blouse 14. sweatshirt 
Олузка портивная кофта с начесом 
10. skirt 15. sweatpants 
HOKA юртивные штаны с начесом 


ори оо |‏ = ی سے س ےسک کے ج کے چ ےک رن س ہک EEE‏ 


More vocabulary: 
outfit: clothes that look nice together 


Talk about what you're wearing today and what you 
wore yesterday. 


When clothes are popular, they are in fashion l'm wearing a gray sweater, a red T-shirt, and blue jeans. 


Yesterday ! wore a green pullover sweater, a white shirt, 
and black slacks. 





16. jumpsuit 
комбинезон / спортивный 


костюм 


uniform 
униформа 
jumper 
джемпер 


17 


18 


19. maternity dress 


платье для беременнои 
20. knit shirt 
трикотажная рубашка 


Use the new language. 


Look at A Graduation, pages 32-33. 


Name the clothes you see. 


Одежда! Clothing I 





21. overalls 26. sports shirt 
комбинезон юотивная рубашка 

22. tunic 27. cardigan sweater 
Туника кардиган 

23. leggings 28. tuxedo 
реитузы  леггинсы смокинг 

24. vest 29. evening gown 
безрукавка / жилет вечернее платье 


25. split skirt 
юбка с разрезом 





Share your answers, 
1. Which clothes in this picture are in fashion now? 
2. Who is the best-dressed person in this line? Why? 


The man at the podium is wearing a suit. 3. What do vou wear when vou go to the movies? 


65 





Clothing П Одежда II 




















1. hat 5. gloves 8. parka 12. earmuffs 
шляпа перчатки парка меховые наушники 
2. омегсоа! 6. сар 9. mittens 13. down vest 
пальто кепка варежки пуховая безрукавка 
3. leather jacket 7. jacket 10. ski cap 14. ski mask 
кожаная куртка куртка лыжная шапочка пыжная маска 
4. wool scart / muffler 11. tights 15. down jacket 
шерстяной рейтузы пуховик / пуховая 
шарф кашне куртка 





16. umbrella 20. trench coat 24. windbreaker 
зонтик полупальто ветровка 
17. raincoat 21. sunglasses 25. cOver-ut 
плащ солнечные Очки купальный халат 
18. poncho 22. swimming trunks 26. swimsuit / bathing suit 
пончо плавки купальник / купальный костюм 
19. rain boots 23. straw һа! 27. baseball cap 
резиновые сапоги соломенная шляпа бейсбольная кепка 


Use the new language. Share your answers. 

Look at Weather, page 10. 1. Which is better in the rain, an umbrella or a poncho? 
Name the clothing tor each weather condition. 2. Which is better in the cold, a parka or a down jacket? 
Wear а jacket when it's windy. 3. Do you have more summer clothes or winter clothes? 





1. 


2. 





10 


11 


12. 


13. 


14. 


15. 


leotard 
трико 
tank top 
майка 


undershirt 
майка 


long underwear 
нижнее бельё ! фуфайка 
кальсоны 


hoxer shorts 
боксерские трусы 


briets 
мужские трубы 


athletic supporter /jockstrap 


защитная раковина спортсмена 


sacks 
носки 


3. bike shorts 
велосипедные шорты 


-— 
d 


=, 
is 


4. pajamas 
пижама 


5. nightgown 


Одежда Ш 


ночная рубашка 


6. slippers 


шлепанцы 


(bikini) panties 
женские трусики / бикини 


briefs / underpants 
мужские трусы 


girdle 


MORC / корсет 


garter Бей 
пояс с резинками 


. Dra 


бюстгальтер лифчик 


. camisole 


грация 


22 


23 


24 


26. 


27 


Clothing Ш 








7. blanket sleeper 
конверт для младенца 


8. bathrobe 
халат 


9. nightshirt 
ночная сорочка 


full slip 
комбинация 


half slip 
нижняя юбка 
knee-highs 
гольфы 
kneesocks 
длинные носки 


stockings 
“YW na 


pantyhose 


колготки 


_ L „нынын... نے‎ о ———= —— 


Share your answers. 


More vocabulary 


lingerie: underwear or sleepwear for women 
loungewear: clothing (sometimes sleepwear) people 


wear around the home 


1. What do you wear when vou exercise? 


2. What kind of clothing do you wear for sleeping? 
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1. salesclerk 3. shoe department 5. hats 
продавец обувной отдел шляпы 
2. suspenders 4. silk scarves” 
подтяжки шелковые шарфы 








18 





12. sole 17. high heels 22. tennis shoes 
подошва высокие каблуки ! шпильки теннисные туфли 
13. heel 18. boots 23. athletic shoes 
каблук сапоги кроссовки 
14. shoelace 19. loafers 24. sandals 
шнурок мокасины босоножки / сандалии 
15. toe 20. oxiords 
носок полуботинки 
16. ритрѕ 21. hiking boots 
лодочки гуристкие ботинки *Note: one scarf, two scarves 
Talk about the shoes you're wearing today. Practice asking a salesperson for help. 
I’m wearing a pair of white sandals. Could 1 try on these sandals in size 10? 


Do you have any silk scarves? 
Where are the hats? 


6. purses / handbags 8. jewelry 


дамские сумки украшения / драгоценности 
7. display case 9. necklaces 
витрина бусы 


25, change purse 30. string of pearls 
кошелек нитка жемчуга 

26. wallet 31. chain 
бумажник цепочка 

27, shoulder bag 32. beads 
сумка через плечо бисер 

28, backpack /bookbag 33. locket 
оюкзак ранец медальон 

29, tote bag 34. (wristiwatch 
авоська ! сетка (наручные) часы 








Which of these accessories are usually worn by 
от en? by men? 


35. bracelet 


браслет галстук «бабочка» 
36. pin 41. belt buckle 

брошь пряжка на ремне 
37. pierced earrings 42. handkerchiet 

серьги носовой платок 
38. clip-on earrings 43. key chain 

клипсы цепочка / брелок для 
39. ring КЕ 

кольцо 

E 2 2 


h accessory would you like to receive as а 


10. lies 
галстуки 


11. belts 


40. bow tie 








ЕР 











~ T a job interview? 


die — 








Describing Clothes Описание одежды 








1. exira small 2. small 3. medium 4. large 5. extra large 
EU. очень маленькии маленький средний большой очень большой 
Patterns Образцы тканей 















6 7) De ! 
LO" р 
6. solid green 8. polka-dotted 10. print 12. floral 
однотонная зелёная в горошек / в крапинку набивная ткань в цветочек 
ткань 9. plaid 11. checked 13. paisley 
7. striped шотландка в клетку пёстрая ткань 
в полоску 






Types of material Типы тканей/ 


J 





14. wool sweater 16. cotton T-shirt 18. leather boots 





шерстяной свитер хлопчатобумажная футболка кожаные сапоги 
15. silk scart 17. linen jacket 19. nylon stockings* 
шелковый шарф льняная куртка | чулки 


Problems Проблемы 
20 | тз ч | 





20. too smal! 22. stain 24. broken zipper 


manao пятно молния сломана 
21. too big 23. rip/tear 25. missing button 
велик/а/о порван/а/о не хватает пуговицы 
pacnopor/a/o 


*Note: Nylon, polyester, rayon, and plastic are synthetic materials. 
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26. crewneck sweater 28. turtleneck sweater 30. short-sleeved shirt 

свитер под горло водолазка рубашка с короткими рукавами 
27. V-neck sweater 29, sleeveless shirt 31. long-sleeved shirt 

nynosep рубашка без рукавов рубашка с длинными рукавами 





32. 


3. 


34. 


а 


35. 


36. 


3. 























new shoes 38. plain blouse 44. wide tie 

новые туфли обычная блузка широкий галстук 
old shoes 39. fancy blouse 45. narrow tie 
старые туфли нарядная блузка узкий галстук 
long skirt 40. light jacket 46. low heels 
длинная юбка легкая куртка низкие каблуки 
short skirt 41. heavy jacket 47. high heels 
короткая юбка теплая куртка высокие каблуки 
formal dress 42. loose pants /baggy pants 

выходное / нарядное платье свободные брюки 

casual dress мешковатые орюжи 


повседневное платье 43. tight pants 
узкие брюки 


Share your answers, 
summer? in the winter? — 


2. What patterns do you see around you? 
3. Are you wearing casual or formal clothes 
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Doing the Laundry Стирка белья 








1. laundry 6. fabric softener 11. hanger 
стирка / грязное белье смягчитель тканей вешалка 

2. laundry basket 7. laundry detergent 12. sprav starch 
корзина для грязного стиральный порошок жидкий крахмал в 
белья 8. bleach распылителе 

3. washer отбеливатель 13. iron 
стиральная машина 9. clothesline утюг 

4. dryer бельевая веревка 14. ironing board 
сушини 10. clothespin гладильная доска 

5. drver sheets прищепка 15. dirty T-shirt 


ароматизирующие 
салфетки для сушки 





Р 
/ 
Ts 


А. Sort the laundrv. 
Рассортировать белье 


В. Add the detergent. 


Добавить стиральный порошок 


С. Load the washer. 
Загрузить стиральную машину 


More vocabulary 

dry cleaners: a business that cleans 
clothes using chemicals, not water 
and detergent 


грязная футболка 





16. clean I-shirt 
чистая Футболка 
17. wet T-shirt 
мокрая Футболка 
18. dry T-shirt 
сухая Футболка 
19. wrinkled shiri 
мятая рубашка 


20. ironed shirt 






D. Clean the lint trap. С. Iron the clothes. 
Вычистить фильтр в сушилке Выгладить одежду 

Е. Unload the dryer. H. Hang up the clothes. 
Вынуть бельё из сушилки Развесить одежду 

F. Fold the laundry. 


Сложить белье 


wash in cold water only 


B no bleach 


fee line dry 


О drv-clean only, do not wash 








Шитьё и переделка одежды Sewing and Alterations 








А. sew Бу hand sew bv mac hine 
шить на руках руками шить на машинке 














Е. take т let out 
ушивать выпускать 
надставлять 
I. hemline 4. pocket 7. collar 10. sewing machine 
ния подшива карман воротник швеёгинНая машинка 
2. dressmaker 5. сий 8. pattern 11. seam 
IODTHOM манжета г отворот выкроика WOB 
3. waistband 6. sleeve 9. tailor 12. buttonhole 
пояс / корсаж рукав портнои петля : петлица 











49) 

13. tape measure 16. zipper 19. seam ripper 22. needle 
'"8HTWMeTD молния нож для порки швов игла 

14. pin 17. spool of thread 20. thimble 23. hook and eve 
булавка катушка ниток напеосток крючок и петелька 

15. pin cushion 18. (pair of scissors 21, button 24. safety pin 
юдушечка для ножницы пуговица английская булавка 
иголок / булавок 

More vocabulary Share your answers. 

pattern maker: a person who makes patterns 1. Do you know how to use a sewing machine? 

garment worker: a person who works in a 2. Can vou sew by hand? 

'othina factory 

fashion designer: à person who makes original clothes 73 
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7. foot 


| ступня грудь 
2. neck 8. hand 14. breast 
шея рука / кисть руки груди 
3. abdomen 9, arm 15. elbow 
живот рука локоть 
4. waist 10. shoulder 16. thigh 
талия / пояс плечо бедро 
5. Ир 11. back 17. knee 
бедро спина колено 
6. leg 12. buttocks 18. calf 
нога ягодицы икра 





25. teeth | 
20. нех бы 
| | 26. tongue 
HOC 
por 









13. chest 










27. eye 32. evebrow 
глаз бровь 
28. ear 33. eyelid 
ухо веко 
29. cheek 34. eyelashes 
щека ресницы 
30. lip 
губа 
31. chin 
подбородок 








56. thumb 
большой 


57. fingers 
пальцы 

58. fingernail 
ноготь 

59. райт 
падонь 


40. gallbladder 


41. stomach 
желудок 
42. intestines 


кишечник 


43. artery 
арторип 

44. vein 
вена 

45. kidnev 


46. pancreas The skeleton 
| Скелет 


поджелудочная железа 
47. bladder 52. skull 
мочевой пузырь череп 
48. muscle 53. rib cage 
мышца грудная клетка 
49. Бопе 54. spinal column 
кость позвоночник 
50. пегуе 55. pelvis 
нерв таз 
51. skin 
кожа 


63. toe С. smell 

64. toenail О. taste 
ноготь на пальце ноги пробовать 

А. see Е. touch 
видеть трогать 

В. hear 
слышать 


Personal Hygiene Личная гигиена 





\/ 








B. bathe / take a bath 


принимать 
ванну / купаться 


А. take a shower 
принимать душ 


О. put on sunscreen 
намазаться кремом OT 
загара 




















1. shower cap 4. deodorant 7. body lotion 
купальная шапочка дезодорант лосьон для тела 
2. soap 5. pertume/ cologne 8. moisturizer 
мыло духи/одеколон увлажняющий крем 
3. bath powder /talcum powder 6. sunscreen 
присыпка / тальк крем от загара 





Е. wash...hair Е. rinse...bair С. comb...hair Н. dry...hair I. brush... hair 
мыть...голову ополаскивать... расчёсывать... сушить... причёсывать... 
волосы волосы волосы волосы щёткой 

















9. shampoo 12. hair sprav 15. curling iron 18. barrette 
шампунь лак для волос щипцы для завивки заколка 
10. conditioner 13. comb 16. blow drver 19. bobby pins 
кондиционер для волос расчёска фен невидимки 
11. hair gel 14. brush 17. hair clip 
гель для волос щётка зажим для волос 
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20. toothbrush 23. mouthwash 26. razor blade 


зубная щётка жидкость для полоскания рта лезвие 
21. toothpaste 24. electric shaver 27. shaving cream 
зубная паста электробритва крем для бритья 
22. dental floss 25. razor 28. aftershave 
нитка для зубов бритва (станок) лосьон для бритья 











z wy 
j 
| | 
bs 


N. cut...nails O, polish...nails P. put on... makeup 

стричь... ногти покрывать лаком / накладывать... макияж / краситься 
красить... ногти 

29. nail clipper 33. eyebrow pencil 37. lipstick 
щипчики для ногтей карандаш для бровей помада 

30. emery board 34. eve shadow 38. mascara 
пилочка для ногтей тени дли век тушь 

31. nail polish 35. eyeliner 39. face powder 
nak для ногтей карандаш / кисточка для век пудра 

32. nail polish remover 36. blush / rouge 40. toundation 
жидкость для снятия лака румяна тон 






Share your answers. ‚ 
` 1. What is your morning routine if you stay home? 

" if vou go out? 

` 2, Do women in your culture wear makeup? How old 
are they when they begin to use it? 


з. 









L OTE, 









№ 


Се 





1. Һеадасһе 
головная боль 


2, toothache 
зубная боль 

3. earache 
боль в ухе 

4. stomachache 
боль в желудке 

5. backache 
боль в спине 





11. insect bite 

укус насекомого 
12. bruise 

Синяк 
13. cul 

WOES 





Use the new language. 
Look at Health Care, pages 80—81. 


fell what medication or treatment vou would use for 


each health problem. 
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Symptoms and Injuries Симптомы заболевании и травмы 





sore throat 





ангина 
7. nasal congestion B. sneeze 
насморк чихать 
В. fever / temperature C. feel dizzy 
жар : температура испытывать головокружение 
9. chills О. feel nauseous 
озноб испытывать тошноту 
10. rash E. throw up / vomit 
сыгь рвать 





17. bloody позе 
кровотечение из носа 


14. sunburn 
солнечным ож 

18. sprained ankle 
растяжение лодыжки 
голеностойного сустава 


15. blister 
волдырь 


16. swollen finger 
опухший палец 


Share your answers. 


1. For which problems would you go to a doctor? use 
medication? do nothing? 
2. What do you do for a sunburn? for a headache? 





Болезни и состояние здоровья Illnesses and Medical Conditions 





Common illnesses and childhood diseases Распространённые заболевания и детские болезни 





1. cold 4. strep throat 7. mumps 
простуда стрептококовая ангина свинка 
2. thu 5. measles 8. allergies 
грипп корь аллергия 
3. ear infection 6. chicken pox 
воспаление уха ветрянка 











Medical conditions and serious diseases Состояние здоровья и тяжелые заболевания 


9. diabetes И. asthma 14. heart disease 
диабет астма болезнь сердца 
10. HIV Питап immunodeficiency 12. brain cancer 15. high blood pressure 
virus! рак мозга высокое кровяное давление 


ВИЧ вирус иммунодефицита 





s р سیا ییا‎ пил. 13. ТВ (tuberculosis) 16. intestinal parasites 
человека (возбудитель СПИДа) губеркулёз кишечные паразиты 
More vocabulary 1 -— : high blood pressure 












ным. (acquired immunodeficiency 


medical condition that results ‘ai deii mde “та i 
HIV virus E 


influenza: flu 


e: a disease that is spread through air or 








i k 


Q 


1. crutches 
2. humidifier 
3. heating pad 


4. air purifier 


5. walker 


6. wheelchair 
7. Cane 


8. sling 


Health Care Здравоохранение 


VEN ь 


F A 4 


9. pharmacy 


10. pharmacist 








А. Get bed rest. 
Соблюдайте 


B. Drink fluids. 


карь Mas | Пеите м жид» 
11. prescription medication С. Change your diet. 

IDCTBàÀ | | Измените режим 
12. over-the-counter medication D. Exercise, 


13. prescription 


E. Get an injection. 


| f Га | т Р 
„делайте 


Е. Take medicine. 


14. prescription label Примите 


15. warning label 


More vocabulary 


dosage: how much medicine you take and how many 


times a day vou take it 


expiration date: the last day the medicine can be used 


treatment: something vou do to get better 

Staving in bed, drinking fluids, and getting physical 
therapy are treatments. 

An injection that stops a person from getting a serious 
disease is called an immunization or a vaccination. 


An Intersection 





1. Laundromat 7. pedestrian 13. drive-thru window 
2. drugstore / pharmacy 8. crosswalk 
14. fast tood restaurant 
9. street 
3. convenience store 
10. curb 15. bus 


4. photo shop 


11. newsstand А. crass the street 


‚ parking space 


gi 


12. mailbox B. wait for the light 


6. traffic light 
| С. drive a саг 








neighborhood: the area close to your home You can hits newspapers at a newsstand. 
do erak: to maks a short trip from your home to buy You can buy donuts at a donut shop. 
| Блин F You can buy food at a convenience store. 





Перекрёсток Ап Intersection 








16. bus stop 22. copy center / print shop 28. fire hvdrant 
остановка автобуса копировальный ! печатныи центр пожарный кран 
17. corner 23. streetlight 29, sign 
yron упичный Фонарь вывеска | знак 
18. parking meter 24. dry cleaners 30. street vendor 
чётчик парковки автомобилей химчистка уличный торговец 
19. motorcycle 25. nai! salon 31. cart 
мотоцикл маникюрныи салон тележка 
20. donut shop 26. sidewalk D. park the car 
пончиковая тротуар парковать машину 
| 21, public telephone 27. garbage truck Е. ride a bicycle 
| гелефон-автомат мусоровоз ехать на велосипеде 





Share your answers. 

1. Do vou like to do errands? 4. Do vou know someone who has a small business? 
What kind? 

5. What things can you buy trom a street vendor? 


2. Do vou alwavs like to go to the same stores? 


1. Which businesses in the picture are also in your 
neighborhood? 91 





ША Ма! Торговый центр 


LEL x . 
| Э Т ш 
чап ? & 
в =! _ е ч а 














1. Music store 5. tov store 9. travel agency 
музыкальныи магазин магазин игрушек туристическое агентство 
2. jewelry store 6. pet store бюро путешествий 
ювелирный магазин зоомагазин 10. shoe store 
3. candy store 7. card store обувной магазин 
кондитерский магазин магазин открыток 11. fountain 
4. bookstore 8. optician фонтан 
книжный магазин оптика 12. florist 
цветочный магазин 
More vocabulary Talk about where you want to shop in this mall, 
beauty shop: hair salon Let's go to the card store. 
men's store: a store that sells men's clothing | need to buy а card for Maggie's birthday. 


dress shop: a store that sells women's clothing 
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Торговый центр A Mall 
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ice cream stand 


+ 


13. department store 
универмаг 

14. food court 
центр общественного питания в 
торговом центре 


15. video store 


16. nair salon 20 


салон-парикмахерская 
17. Maternity shop 

магазин для будущих матереи 
18. electronics store 

магазин электронных товаров 


киоск «мороженое» 


21. escalator 
эскалатор 
information booth 
справочное бюро 


22 


магазин видеотоваров 19. directory 
информационная схема 


Share your answers. 
1. Do you like shopping malls? Why or why not? 


Practice asking for and giving the location of different 
shops. 
Where’s the maternity shop? 

It's on the first floor, next to the hair salon. 





2. Some people don't go to the mall to shop. 
Name some other things vou can do in a mall. 
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A Childcare Center Ясли/ детский сад 
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1. parent 3. childcare worker 5. toys 
2. stroller | 6. rocking chair 
ро! 4. cubby | качалка 


С. nurse 
держа Tb кормить гр yii H0 


A. drop ой 


DOHRTb 


G. pick up 


nonHMMaTt 


change diapers 


менять 





L. take a пар 


спать 


|. tie shoes 
завязывать ботинки одевать 











7. high chair 8. bib 


9, changing table 





La - щ Р | 
e 


11. playpen 18. 
12. walker 19. 
13. car safety seal 20. 
14. babv arts 21. 
15. baby ^m 22. 


16. carriage 23. 


17. wipes 24. 


baby powder 
disinfectant 
disposable diapers 
cloth diapers 
= pins 

diaper A 


training pants 


ий сад А Childcare Center 


27. 
28. 
29. 
30. 


31. 





10. potty seat 





‚ formula 

‚ bottle 
nipple 

baby tood 
pacifier 
teething ring 


rattle 








| 16. pain reliever 24. ointment 32. audiologist 


болеутоляющее мазь аудиолог 
17. cold tablets 25. tablet 33. hearing aid 
таблетки от простуды таблетка слуховой аппарат 
18. antacid 26. pill 34. optometrist 
антацидное средство пилюля оптик 
19. vitamins 27. capsule 35. (eveigiasses 
витамины капсула Очки 
20. cough syrup 28. orthopedist 36. Contact lenses 
микстура от кашля ортопед контактные линзы 
21. throat lozenges 29. cast G. Get acupuncture. 
педенцы от боли в горле гипс Сдепайте акупунктуру 
22. evedrops 30. physical therapist H. Go to a chiropractor. 
глазные капли физиотерапевт Обратитесь к хиропрактику 
23. nasal spray 31. brace 
аэрозоль от насморка шина 











Share your answers. 
1. What's the best treatment for a headache? a sore 
throat? a stomachache: a fever? 


2. Do you think vitamins are important? Why or 
whv not? 








P 
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Medical Emergencies Травмы / несчастные случаи 


А. be injured / be hurt 
полу uM Tib 
быль | 

В. be unconscious 
быть бе i 


C. bein shock 
ОЫТЬ i " 

D. have a heart attack 
получить инфар» 

E. have an allergic reaction 
получить аллергическу» 


Grammar point: past tense 
burn — bumed 
drown drowned 
swallow — swallowed 
overdose — overdosed 


get an electric shack 


IOmnVYMMTb үд 


get frostbite 
ооморозиться 


burn (yourself 


O © ЖРАЧЬСН 


drown 
утонуть 


swallow poison 
проглотить 


choke — choked 


— Was, were 


have — had 


get 


got 








overdose on drugs 
превысить до зу г получить 


передозировку 


choke 


подавиться 


bleed 


кровоточить 


can't breathe 


задыхаться 


fall 


упасть 


break а bone 


сломать № 


bleed — bled 
can’t — couldn't 


fall 


fell 


break — broke 


1. first aid kit 


аптечка первои медицинской 
помощи 


2. tweezers 


пинцет 


3. adhesive bandage 


4. 


пейкопластырь 

sterile pac 
стерильная прокладка 
стерильный тампон 


з. {аре 


пластырь / клеикая лента 


6. gauze 






марля 





1. De Vou edm d “First A id kit i In vsr Pome 


can vou buy one? 
m 





7. first aid manual 
справочник / пособие по оказанию 
первой медицинской помощи 

8. hydrogen peroxide 
перекись водорода 

9. antibacterial ointment 
бактерицидная мазь 


10. antinistamine cream 
антигистаминный крем 

11. spiini 

шина 

12. elastic bandage 
эластичный бинт 


13. ice pack 
пакет CO льдом 


14. 


15 


16. 


17. 


18 











2. When do you use hydrogen peroxide? an elastic 
авї bandage? antihistamine cream? 


ow first aid? Where did you learn it? 





medical emergency bracelet 
медицинский браслет / бирка 
stitches 

швы 

rescue breathing 
искусственное дыхание 

CPR (cardiopulmonary 
resuscitation) 
сердечно-легочная реанимация 
искусственный массаж сердца 
и искусственное дыхание 


Heimlich maneuver 
прием Хаимлиха 








Clinics Клиники 





Medical clinic Поликлиника 


1. waiting room 6. doctor 
приемная врач / доктор 
2. receptionist 7. scale 
регистратор весы 
3. patient 8. stethoscope 
пациент стетоскоп 
4. insurance card 9. examining room 
карточка страховой компании смотровой кабинет 
5. insurance form 10. nurse 
бланк DaxoBKM медсестра 








Dental clinic Зубная поликлиника 


16. dental hygienist 19. dental assistant 
гигиенист ассистент дантиста 
17. tartar 20. cavity 
зубной камень дупло (в зубе) 
18. dentist 21. drill 


зубной врач / дантист сверло 


11. 


12. 


13. 


14. 


15. 


22, 


23. 


24. 


eve chart 

гаолица для проверки зрения 
blood pressure gauge 
аппарат для измерения 
кровяного давления 
examination table 
кушетка для осмотра 
syringe 

шприц 

thermometer 
термометр 


ь =. a r— ám  _ т 


filling 
пломоа 


orthodontist 
стоматолог-ортодонт 


braces 
ортодонтические скобы 





А. make an appointment 


D. listen to...heart G. draw...blood 


записаться...на приём к врачу прослушать...сердце брать...кровь 
B. check...blood pressure E. look in...throat H. getan X ray 
проверить...крозяное давление осмотреть...горло сделать рентген 


С. take...temperature 
измерить...температуру 





F. examine... eyes 
проверить...глаза 


I. clean...teeth K. drill à tooth M. pull a tooth 
снять. ..камень с зубов сверлить зуб удалить зуб 
|. give...a shot of anesthetic L. fill a cavity 
сделать. ..обезболивающии запломбировать зуб / дупло в 
укол / заморозку зубе 
More vocabulary Share your answers. 
get a checkup: to go for a medical exam 1. What is the average cost of a medical exam in your 
area? 


extract a tooth: to pull out a tooth 


2. Some people are nervous at the dentist’s office. What 
can they do to relax? 
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А Hospital Больница 


Y 





Hospital staff Медперсонал больницы 


1. obstetrician 4. pediatrician 7. ophthalmologist 
2. internist 5. radiologist B. X-ray technician 


3. cardiologist 6. psychiatrist 








Ф 


Ф So 





Patient's room Палата пациента 
9. bed table 12. bed control 15. hospital gown 


10. call button 





13. bedpan 16. lab technician 

11. hospital bed | 
14. medical waste disposal 17. blood work / blood test 

More vocabulary 
nurse practitioner: à nurse licensed to give gynecologist: а specialist who examines and 
medical exams treats women 
specialist: а doctor who only treats specific nurse midwife: a nurse practitioner who examines 
medical problems pregnant women and delivers babies 


Больница A Hospital 









Nurse’s station 24. LPN {licensed practical nurse} / Operating room 
Пост медсестры LVN (licensed vocational nurse! Операционная 
дипломированная практикующая 
18. orderly медсестра / медсестра помощи на 99. surgical nurse 
"анитар BOMN операционная сестра 
19. volunteer эз. Б етап 30. surgeon 
доброволец хирург 


nMeronor 
31. surgical cap 
хирургическая шапочка 


20. medical charts 
истории болезнеи 


Emergency room 


| у Реанимация | | 

21. vital signs monitor ane bi all silos 32. surgical gown 
датчики давления 26. vie Ша у medical technician n жалан 

| {EMT} 
дыхания / пульса шыш ' — — 
à; à; медицинский техник по оказаник 33. latex gloves 

22. RN (registered nurse) DSO помощи резиновые перчатки 
дипломированная медсестра Е is —U 

à ect cipe 27. IV (intravenous drip) 34. operating table - 

23. medication tray nanana шаттана операционный стол 
юднос с ячеиками для лекарств капельное введение 35. anesthesiologist 


анегтезиолон 


28. stretcher/gumey 


каталка ) носилки 
НН L'a EN фичи nn 
Practice asking for the hospital staff. Share your answers. 
Please get the nurse. | have a question for her. 1. Have you ever been to an emergency reom? Who 
helped you? 
2. Have you ever been in the hospital? How long did 
you stay? 87 


Where's the anesthesiologist? | need to talk to her. 
m looking for the lab technician. Have vou seen him? 


City Streets 
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сама ща @ № = ^ б _ 
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1. fire station 6. church 11. movie theater 
2. coffee shop 7. hospital 12. gas station 

3. bank 8. park 13. furniture store 
4. car dealership 9. synagogue 14. hardware store 
5. hotel 10. theater 15. barber shop 









More vocabulary Practice giving your destination. 
skyscraper: a very tall office building I'm going to go downtown 
downtown/ city center: the area in a city with the і have to go to the post office. 


city hall, courts, and businesses 





16. bakery 21. heaith club 26. parking garage 


17. city hall 22. motel 27. school 

18. courthouse 23. mosque 28. library 

19. police station 24. office building 29. post office 
20. market 25. high-rise building 


Practice asking for and giving the locations of buildings. Share your answers. 
пе post office? 1. Which of the places in this picture do you go to 
every week? 
2. 15 it good to live in a city? Why or why not? 
imou: cities do vou know? 
EA 
















U.S. Май Почта США 





1. envelope 
2. letter 
3. postcard 


4. greeting сага 





5. package 





Emily kone 
192135 Cae Lane 


lotter carrter Springyale, СА ауд 
F = 


a 





| ыг J 
7. return address : 
Aron Shepard 
ya i 2A4 Courtney Drive 
. mailing address е 
8. mailing ғ Newi-on. NY 10045 
| (8 
9. postmark 2, 
10. siamp/ postage 
| — ннн НЕ i 


11. certified mail 


12 


priority mail 


-= a, — a ш ра ” | 
11 —" 12) ———— | 
13. air letter / aeroeramme n———— = | 


ground post / 
parce! post 


14 


15. Express Mail / 
overnight mail 


А. address a postcard 


написать 


B. send it/ mail it 


отправить / послать 


C. deliver it 


ЕГЕТЕ я ST 
доставить 


D. receive it 


| получить 





Банк А Bank 





1. teller 
кассир 

2. vault 
"e Wd 

3. АТМ (automated 
teller machine) 
банкомат 


4. security guard 


эхранник 





5. passbook 
отчетная банковская книжка 


6. savings account number 
номер сберегательного счёта 
7. checkbook 
чежовая книжка 
8. checking account number 
номер чекового счёта 
АТМ card 


банкоматная карточка 


9 





10. monthly statement 
ежемесячный банковский отчёт 


11. balance 
баланс 

12. deposit slip 
депозитная квитанция 


13. safe-deposit box 
m пичный банковский Ceng 














Using the ATM machine Пользование банкоматом 





o | i O 


э A. Insert vour АТМ card. 
DEPOSIT HERE Вставьте карточку в банкомат 


B. Enter vour PIN number.* 
Наберите личный код 


С. Make а deposit. 
Сделайте вклад 





E 
| 
% 
a 


D. Withdraw cash, 


Снимите деньги со счёта 





E. Transfer tunds. 
Переведите деньги 
Е. Remove vour АТМ card. 


= 


Выньте карточку из банкомата 





"PIN: personal identification пире! 











More vocabulary Share your answers. 
overdrawn account: When there is not enough monev 1. Бо уои use a bank? 
in an account to pay a check, we sav the account 2. Do you use an ATM card? 


is overdrawn. ; | 
ub 3. Name some things vou can put in a safe-deposir box. 
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А Ибгагу Библиотека 


b sl Titii! 
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1. reference librarian 6. periodical section 11. media section 17. library clerk 
библиотекарь утдел периодических отдел средств библиотекарь 
-правочного стола издании массовои информации 18. е сус lopedia 

2. reference desk 7. Magazine 12. audiocassette энциклопедия 
справочный сто! журнал аудиокассета 19. library card 

= ы i E 

3. atlas 8. newspaper 13. videocassette библиотечная 
атлас азета видеокассета карточка 

4. microtilm reader 9. online catalog 14. CD (compact disc) 20. library book 
считыватель компьютерный каталог компакт-диск библиотечная книга 
микрофильма 10. card catalog 15. record 21. title 

5. microtilm картотека пластинка название 
микрофильм 16. checkout desk 22. author 

отдел выдачи автор 


More vocabulary Share vour answers. 
check a book out: to borrow a book from the library 1. Do you have a library card? 
nonfiction: real information, history or true stories 2. Do you preter to buy books or borrow them from 


fiction: stories from the author's imagination the library: 


98 





Правовая система The Legal System 








/ You have the right > ; E el à 
b. fO remain silent... 4m | к eon M 







м 








А. arrest а suspect B. hire а lawver/hire an attorney С. appear in court 
арестовать подозреваемого нанять адвоката / юриста явиться в суд 
1. police officer 3. guard 5. defendant 
полицейский охранник обвиняемый 
2. Вапасий$ 4. defense attorney 6. judge 
наручники защитник удья 
2 


i 
| 


E 
k t йй | 














р. stand trial 8. jury 10. prosecuting attorney 12. court reporter 
предстать перед присяжные прокурор судебная 
судом 9. evidence 11. witness стенографистка 

7. Courtroom улики свидетель 13. hailiff 
зал суда удебный 
a исполнитель 
E — т Guilty. > — } — — 
й Л p ы J 





Е, give the verdict Г. sentence the С. goto jail/go to prison H. be released 
вынести приговос defendant сесть в тюрьму освободиться / выйти 
приговорить 14. ( onvit { яз заключения 
Овиняемо! 


ГУ’ М E ul денныи 


"Мое: There are two possible verdicts, *euilty" and “not guilty.” 





Share your answers. 


1. What are some differences between the legal svstem 2. Do you want to be on a jury? Why or why not? 
in the United States and the one in your country? 
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Сите Преступление 








1. vandalism 4. illegal drugs 7. assault 
вандализм запрещённые наркотики нападение 
2. gang violence 5. mugging 8. murder 
групповое насилие уграоление на улице /OMMCT Bi 
3. drunk driving 6. burglary 9. gun 
вождение машины B нетрезвом граобление со взломом WG TONE I / ружье 
OC T ORHMM 
More vocabularv Share your answers. 
commit a crime: to do something illegal 1. Is there too much crime on TV? in the movies? 
criminal: someone who commits a crime 2. Do you think people become criminals from 


victim: someone who is hurt or killed by someone else Walt hing crime on TV? 


100 


| 
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Crime Преступление 








1. vandalism 4. illegal drugs 7. assault 
вандализм запрещенные наркотики нападение 

2. gang violence 5. mugging 8. murder 
групповое насилие MI рабление на улице /yOMMCTBO 

3. drunk driving 6. burglary 9. gun 
вождение машины в нетрезвом ограоление со взломом СТОЛЕ [y M bE 
состоянии 

More vocabulary Share your answers. 


100 


commit a crime: to do something Шера! 1. (5 there too much crime on TY? in the movies? 
2. Do you think people become criminals from 


watching crime on TV? 


criminal: someone who commits a crime 


victim: someone who is hurt or killed by someone else 


= 3 f m 


Общественная безопасность Public Safety MEI 





e] $ 








4. Walk with a friend. E. Lock vour doors. 
Ходите в сопровождении друга Запирайте двери 
3. Stay on well-lit streets. Е. Don’t open your door to strangers. 
Оставайтесь на хорошо освещённых улицах Не открывайте дверь незнакомым людям 
C. Hold your purse close to vour body. G. Don't drink and drive. 
Прижимайте сумку к себе Не пейте за рулем 
D. Protect your wallet. H. Report crimes to the police. 
Оберегайте кошелёк Сообщайте о преступлениях в полицик 
More vocabulary Share your answers. 
Neighborhood Watch: a group of neighbors who watch 1. Do vou feel safe in vour neighborhood? 
Р 1 1 Ie ] 4 i =} ў . өы " я 
criminals in their neighborhood 2. Look at the pictures. Which of these things 
designated drivers: people who don't drink alcoholic do vou do? 


everages 50 that they can drive drinkers home з What other things do vou do to stay sate? 101 


Emergencies and Natural Disasters Несчастные случаи и стихийные бедствия 











1. lost child 4. explosion 7. tire 
потерявшиися ребенок взрыв ожар 
2. саг accident 5. earthquake 8. firefighter 
автомобильная авария землетрясение ЮО арни к 
3. airplane crash 6. mudslide 9. fire truck 
авиакатастрофа эползень пожарная машина 
Practice reporting а fire. Share your answers. 
[his is Lisa Broad. There is a fire. 1. Can you give directions to your home if there 


7} i | i ire? 
The address is 323 Oak Street. is a fire: 


2. What information do you give to the other driver if 


Please send someone quickly. 
vou are in a car accident? 
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10. drought 
засуха 


1. blizzard 
метель / снежная OYDA буран 


12. hurricane 
ура ан 


16. tlood 


наводнение 


13. tornado 
торнадо / сме 


14. volcanic eruption 17. search and rescue team 
извержение Вулкана юисково-спасательная группа 
15. tidal wave 
IPMNVBHAR волна 





Share your answers, 


1. Which disasters are common in vour area? 


Which never happen? 


2. What can you do to prepare for emergencies? 


. Do vou have emergency numbers near your 
telephone? 


4. What organizations will help vou in an emergency? 
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1. bus stop 
2. route 


. schedule 


ы 


4. bus 
5, tare 


Б. transie 


More vocabu lary 


hail a taxi: to get a taxi driver's attention by raising 


your hand 


blic Transportation 


каша 
NN ra^ 


LI i 
7. Passenger 
B. bus driver 
9, subway 


10. track 


11. token 


12. iare card 





miss the bus: to arrive at the bus stop late 


-—L—— M 


13. train station 


14. ticket 
15. platíorm 
16. conductor 


17. train 


18. taxi /cab 


| take the bus to school. 
You take the train. 
We take the subway. 


4; 


— 


с — 


19. taxi stand 
20. taxi driver 
21. meter 


22. taxi license 


23. tern 


Talk about how you and your friends come to school. | 


Не drives to school. 
She walks to school. 
They ride bikes. 





“a 
uu. 
PT 
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1, under the bridge 5. out of the taxi 9. up the stairs 

2. el the bridge 6. onto the highway 10. around !he corner 
$. across the water 7. off the highway 11. through the tunnel 
4. into the taxi 8. down the stairs 









Grammar point: info, out of, on, off 





We say, gef info a laxi or a car. We say, get out of a taxi or a car. 
But we say, get on a bus, a train, or a plane. But we вау, get off a bus, а train, or a plane. 





| Cars and Trucks 








1. subcompact 
мини-автомобиль 


2. compact 
малогабаритный 
автомобиль 

3. midsize car 
среднегабаритныйи 
автомобиль 

4. full-size car 
крупногабаритныи 
автомобиль 


More vocabulary 


Легковые и грузовые автомобили 


i 

















convertible 

машина C откидным 
верхом 

sports саг 

сгортивная машина 
pickup truck 

пикап / грузовой автомо 
биль на легковом шасси 


. station wagon 


грузо-пассажирскии 
автофургон (на шасси 
легкового автомобиля 


make: the name of the company that makes the саг 


model: the style of car 
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9. SUV (sports utility 

vehicle) 
спортивный автомобиль 
общего назначения 

10. minivan 
микроавтобух 

11. camper 
туристическии автомо 
биль / дом на колесах 

12. dump truck 
самосвал 


Share your answers. 








- кийа 1 ШШ = 


13. tow truck 
грузовой автомобиль 
тягач 
14. moving van 
крытый грузовик-Фурго! 
для перевозки мебели 
15. tractor trailer / semi 
прицеп тягача 
тракторныи прицеп 
16. cab 
кабина 
17. trailer 
прицеп 


1. What is your favorite kind of саг? 
2. What kind of car is good for a big family? for a 


single person? 





Directions Указатели 





А. go straight С. turn left 
идите прямо поверните налево 


В. turn right 
поверните направо 


Signs Дорожные знаки 


3. Stop 7. U-turn OK 
ГО разворот разрешен 
4. do not enter /wrong wav 8. no outlet / dead end 
езд запрещен | встречное поезда HETI тупих 
движение : ! 
9, right turp only 
5. speed limit лько правый поворот 
} Da nr HEHHE А ИИ uf = a 
4 10. pedestrian crossing 
6. опе Way ешеходный переход 
T IDOHHeO пвиженые 


1. 


2, 


11. 


12. 


13. 


14. 


More vocabulary Share your answers. 


right-of-way: the right to go first 
yield: to give another person ог car the right-of-way 


Comer 


УГОЛ 


block 
квартал 


Указатели и дорожные знаки Directions and Traffic Signs | | 








railroad crossing 


железнодорожный переезд 


no parking 


] al NUOBK 2 


апрешеЕна 


school crossing 
CTODORHO, дети 


handicapped parking 


парковка 


для инвалидов 


1, Which traffic signs are the same in your country? 


2. Do pedestrians have the right-of-wav in your city? 


3. What is the speed limit in iront of vour school? 


vour home? 





Parts of a Car and Car Maintenance Детали автомобиля и его обслуживание 

















1. rearview mirror 10. tire 19. oil gauge 26. steering wheel 
Баш 
зеркало заднего вида шина масляный манометр руль 
2, windshield 11. muffler измеритель уровня 27. gearshift 
ветровое стекло глушитель масла механизм переключения 
i i i i T IMEE переда 
3. windshield wipers 12. gas tank 20 ларин ередач 
дворники бензобак илме 28. air conditioning 
4. turn signal 13. brake light 21. odometer | кондиционер 
сигнал поворота тормозные фары tec v гр; счетчик 29. he ater 
рооега | | 
5. headlight 14. taillight cogendi й eura 
передняя фара задняя фара Ё ащ — . 30. tape deck 
A А JCTHLIM HOME указатель г pw T 
6. hood 15. license plate ега diam вогроенный кассетный 
капот номерной знак LA магнитофон 
| 23. temperature gauge 31. radio 
7. bumper 16. air bag ess tiiv 3M. ra 
бампер воздушная подушка температуры радио 
8. sideview miror 17. dashboard 24. hom 32. oe lighter 
" = ` А ur = fi = 
зеркало бокового вида приборный щиток замковой сигнал зажигалка 
9. hubcap 18. turn signal 25. ignition 33. ады Sr 
колпак ступицы колеса сигнал поворота зажигание Јардачо 
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س 


34. lock 44. emergency brake 53. spare tire 


замок аварииныи тормоз запасное колесо 

35. tront seat 45. clutch* 54. The car needs gas. 
переднее сиденье цепление Нужно заправить машин) 

36. seat Бей 46. brake pedal 55. The car needs oil. 
предохранительныи ремень даль тобмоза Ружно залить масло в машину 
безопасности - А 

47. accelerator / gas pedal 56. The radiator needs coolant. 

37. shoulder harness педаль аксеператора газа Нужно залить антифриз в 
плечевые предохранительные ремни at КЕТ. палиато 

| —— “ 48. stick shift — 

38. backseat рычаг ручного переключения 57. The car needs а smog check. 
заднее сиденье передач нужно проверить выхлопные 

39. child safety seat 49. trunk таи сш muy 
детское сиденье безопасности багажник загрязняющих вещес ТВ 

40. fuel injection system 50. lug wrench 58, The battery needs recharging. 
‚истема подачи топлива пазваоднои ключ пужно подзарядить сатарек 

41. engine 51. iack 59. The tires need ай. 

м ^ =i 


тужно подкачать шины 


двигатель / мотор дом 
42. radiator 52. jumper cables 
радиато кабели аварийного пуска *Note: Standard transmission cars have а 
43, battery вигателя clutch: automatic transmission cars eo not 
II X 
ба ar а 109 
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1. 


I 


7. 


airline terminal 

аэровокзал авиакомпании B 
аэропорту 

airline representative 
представитель авиакомпании 


‚ check-in counter 


регистрационная стоика 


‚ arrival and departure monitors 


мониторы прилёта и отлёта 


gale 
выход на посадку 


. boarding area 


место сбора пассажиров для 
выхода на посадку 

control tower 
диспетчерская башня 


13. 


14. 


15. 


helicopter 

вертолёт 

airplane 

„мет 

overhead Compartment 
отделение для ручной клади 
расположенное над сиденьями 
cockpit 

кабина пилота 

pilot 

пилот 


flight attendant 
стюард ! стюардесса 
Oxygen mask 
кислородная маска 


airsickness Бар 
санитарный пакет 





16. fray table 
ITKMDHOM столик 
17. baggage claim area 
отделение получения багажа 
18. carousel 
юдвижная лента выдачи багажа 
19. luggage carrier 
багажная тепежка 
20. customs 
таможня 
21. customs officer 
таможенник 
22. declaration form 
декларация 
23. passenger 
пассажир 








А. buy your ticket С. find your seat L. take off/leave 


купить билет занять своё место взлететь / отправиться 
B. check vour bags H. stow your carry-on bag M. request a blanket 
сдать багаж уложить ручную кладь попросить одеяло 
С. go through security |. fasten your seat belt N. experience turbulence 
пройти контроль пристегнуть привязные ремни испытывать болтанку 
D. check т at the рае J. look for the emergency exit О. land / arrive 
пройти регистрацию у выхода ознакомиться с расположением произвести посадку / прибыть 
на — Y аварииног О выхода P. claim your baggage 
F. get vour boarding pass K. look at the emergency card получить свой багаж 
получить посадочныи талон ознакомиться с планом выхода 
г. board the plane ри аварии 


сесть в самолет 


BEEMASSÉLtLS l3a———————————————— A —— RR аа аныны "аттынан: | 


More vocabulary 
destination: the place the passenger is going direct flight: а plane trip between two cities with no stops 
departure time: the time the plane takes oft stopover: а stop before reaching the destination, 


arrival time: the time the plane lands sometimes to change planes 
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Types of Schools Типы школ 








1. public school 3. parochial school 
государственная школа частная школа приходская школа 





4. preschool 5. elementary school 6. middle school / 7. high school 
дошкольное учебное начальная школа iunior high school старшие классы 
заведение младшие классы среднем школы 


среднеи школы 





8. adult school 9. vocational school /trade school 10. college / university 
школа для вэрослых ремесленное училище колледж / университет 
профессионально-техническое 
училище 


Note: In the U.S. most children begin school at age 5 (in kindergarten) 
and graduate from high school at 17 or 18. 








More vocabulary Doctorate —ап additional 3—5 vears of study 

When students graduate from a college or university community college: a two-year college where students 
they receive a degree: can get an Associate of Arts degree 

Bachelor’s degree — usually 4 years of study graduate school: a schoo! in a university where students 


112 Master's degree—an additional 1-3 years of study study for their master’s and doctorates 





Сочинение на английском языке English Composition 


P porî bout vour | 
> . family. _ 





7 8 ~ 
1. writing assignment B. ЕАН vour paper. D. Rewrite your paper. 2. paper/ composition 
письменное задание Проверьте работу Перепишите работу работа / сочинение 
А. Write а first draft. C. Get feedback. Е. Turn in your paper. 
Напишите на Выслушайте мнение о Сдайте работу 
черновике своей работе 
3 
TAK YT Sa 5$ À 












| arrived i in this country in 1926. 
.] had no job 


е бате: aet up, 100k for a oh go to b At. night 1. 
“Son, you can always come поте!" ; ho | 


C. My family did not come with me. | was Ботов, по nervous, _ 
ў iv n я 
















T] i started te study English at night. En Fnglish іє ie a difficult Janguage and many tim He 
_ too tired to study. One teacher, Mrs, Armetro very К! › те. She showed те -— 


3. title 4. sentence 5. paragraph 
название предложение абзац 





Punctuation Пунктуация 





6. period 9. quotation marks 12. colon 
точка кавычки двоеточие 
7, question mark 10. comma 13. semicolon 
вопросительный знак запятая точка с запятой 
8. exclamation mark 11. apostrophe 
восклицательный знах апостроф 
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U.S. History История США 





Exploration 
| 







‘Historical and 1492 > 






1619 1s African slave sold in Virginia 
первый африканский 





Political Events French, Spanish, English explorers Colonies along Atlantic coast раб продан в 

Исторические и Французские, испанские, PI Sy Horien Норы jane ty б 

события к побережье, основанные первая индейская резервация а 
i: северо-европейцами —— Виргинии 


Betore 1700 is. 









а BE = 1610 
Immigration" 1st English in Virginia Spanish at Santa Fe 
Иммиграция первые англичане 8 Виргинии испанцы в Санта-Фе 





e Ж 1700: Native American: 1,000,000+ и > 1700: соло 250,000 


Население Коренные американцы 0,000+ колонисты: 250,000 _ 





1803 1812 1820 ` 1839 1835-1838 





6-1848 

Louisiana Purchase War of 1812 Missouri Compromise indian Removal Act Cherokee Trail of Tears U.S. war with Mexico 
покупка Луизианы война 1812 года Миссурийский акт о выселении «тропа слёз», война США с 
| компромисс индейцев | насильственное Мексикой | 










ua — 


Irish 
ирландцы 
1800: citizens and free blacks: 5,300,000 slaves: 450,000 = = Я 
граждане и свободные негры: 5,100,000 рабы: 450,000 — Е Мы indi. 













1st Model A Ford car Ist sound pictures 
паи Wiig AI fud. a st 
1st air flight 1914-1918 
парвый полёт ма World War! 
1900 |= 1910 
















1940 





910 = 1945—' 1948— 





Mexicans Puerto WW И refugees 
Второй мирово. 


"immigration dates indicate a time when large numbers of that group first began to immigrate to the U.S. 
** AI! population figures before 1790 are estimates. Figures after 1790 are based on the official U.S. census. 








История США U.S. History 


2 
B 
"м 
ie. 


Movement 





Война за независимость 


| Independence 
ON : Декларация. 1789 Washington 1st President 








| независимости Вашингтон 1-ый президент 
1739 ул lt ee TEL LIF T Don 
4750 > 4790 
Scots, » Irish, Germans Haitians 
annus. ирландцы. немцы Гаитянцы 


1750: Native American: 1,000,000 + 


аат blé iih ма аы" a (^ т i 
Корен ые американцы р 
‚а. 












-1848 1865 


` 1898 — 
gold discovered | Lincoln assassinated ‘etl (Edison) ^ Spanish American War 


| У و‎ : США покупают Аляску эпежтрическая Испано- американская 
п Califor nia 1861-1865 убийство Линкольна 1869 памлочка | Эдисон) война 
"impor" Civil War 1865 [trans-continental railroad 1876 1890 





nemo зопото Гражданская | slavery abolished 


Война | | отмена рабства 
b0 1870 


[paora альная telephone (Bell) | Battle of Wounded Knee | 


| железная дорога телефон (Benni битва при Вундид-Ни 









' 1850 


[iss " h 
-1850 > 4870 > 
Chin, Scandinavians — 


Pl цы m: дина art tl 


1850: ani? ia m 





: 
- 





юйма в Корее движение за воина BO Армстронг на луне популярность компьютеров 
| тилик п сава Вьетнаме 


1950 1968 11990 1991 










TV Popular | Kennedy assassinated King sites Internet popular Persian Gulf War 
| пулярность телевидения] уби 82 Кеннеди ^wucTeo Кинга популярность интернета Воина а Персидском заливе 


















1950 1960 | Г DENM . .L 399 















1957 1960 1965 = Г 1968 = 1975 + леме Г 1988 
Hungarians Cubans Filipinos Koreans Southeast Asians Middle Easterners Russians 
| суо м Өс» = HCM Centra) Americans | _ 
ж, e HOH Met) FEF 


1950: 150,697,000 8. мре 
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U.S. Government and Citizenship 





— ت‎ SESS E 


BRANCHES OF GOVERNMENT | 


аа г iann ‚шнш MSS کے‎ 
— 


| 








mum 
artt tots 





| 


we жүз 
1. The House of Representatives 5. The White House 
2. congresswoman / Congressman 6, president 


7. vice president 
3. The Senate 


4. senator 


Citizenship application Rights and responsibilities 
requirement Права и обязанности 
реоования г pu кд О. vote 


A. be 18 years old E. pay taxes 
B. live in the U.S. for five years 


С. take a citizenship test 


= © v EU ө = | 
| Legislativo — ] | Executive (xs ч judicial 


p 


8. The Supreme Court 
9. chief justice 


10. justices 


F. register with Selective Service* 


G. serve on a jury 


H. obey the law 


*Note: All males 18 to 26 who live in the U.S. are required to register with Selective Service. 





1. rain forest 7. peninsula 13. lake 19. plains 


2. маена!) 8. island 14. mountain peak 20. meadow 
3. rivet 9. Бау 15. mountain range 21. pond 

4. deser 10. beach 16. hills 

5. sand dune 11. foresi 17. canvon 

6. acean 12. shore 18. valles 


More vocabulary Talk about where vou live and where you like to go. 
a body of water: a river, lake, or ocean | live in a valley. There is а lake nearby. 
stream/creek: а very small river f like to go to the beach. 


117 














Operations 
математические 
действия 
1. addition 
сложение 
2. subtraction 
вычитание 
3. multiplication 
умножение 
4. division 
деление 
Shapes 
Геометрические 
фигуры 
5. circle 
кру! 
6. square 


квадрат 





More vocabulary 


Mathematics Математика 


2-4=8 
— 


7. triangle 
треугольник 


8. rectangle 
прямоугольник 
9. oval / ellipse 
овал / эллипс 
Solids 
Геометрические тела 
10. cube 
куб 
11. cone 
конус 
12. cylinder 
цилиндр 
pyramid 
пирамида 
14. sphere 


13 


total: the answer to an addition problem 
difference: the answer to a subtraction problem 
product: the answer to a multiplication problem 
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9. 





Parts of a circle 

Части круга 

15. circumference 
окружность 

16. radius 
радиус 

17. diameter 
диаметр 

Lines 

Линии 

18. straight 
прямая 

19. curved 
волнистая 

20. perpendicular 
еропендикуларная 

21. parallel 


параллельная 





12+3=4 
0 


Parts of a square 
Части квадрата 
22. side 
сторона 
23. diagonal 
диагональ 
24. angle 
угол 
Types of math 
Разделы математики 
25. algebra 
алгебра 
26. geometry 
геометрия 
7. trigonometry 


тригонометрия 


28. calculus 
исчисление 





quotient: the answer to a division problem 


pi (л): the number when you divide the circumference 
of a circle bv its diameter (approximately = 3.14) 


л 


. biology 


биология 


. Chemistry 


химия 


. physics 


. microscope 


микроскоп 


. slide 


предметное стекло 


‚ petri dish 


чашка Петри 


. dissection kit 


набор для вскрытия 


. forceps 


зажим / пинцет 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


. Bunsen burner 


горелка Бунзена 
graduated cylinder 
цилиндрическая меязурка 
balance 

противовес 

tunnel 

beaker 

мензурка / химический стакан 
dropper 

сбрасыватель 

crucible tongs 

щипцы 

test tube 

пробирка 


17. 


18. 


19. 


20. 


21. 


Наука Science 








atom 

атом 

molecule 

молекула 

formula 

формула 

prism 

призма 

magnet 

магнит 

do an experiment 
проводить эксперимент " 
observe 

наблюдать 

record results 
записывать результаты 
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‚ flute 


чеш 


4. clarinet 


5. oboe 


6. bassoon 


7. saxophone 


sing а song 


8. violin 

9. cello 
10. bass 

11. guitar 


12. trombone 


13. trumpet / horn 
14. tuba 

15. French horn 
16. piano 


17. xylophone 


2. rock band 





18. drums 
19. tambourine 


20. electric kevboard 


21. accordion 


22. organ 





Школьные предметы (продолжение) More School Subjects 





кө БЕРҮҮ 





1. art 5. driver's education 9. home economics 
искусство вождение автомобиля домоводство 

2. business education 6. economics 10. industrial arts /shop 
бизнес жономика промышленные 

. i CKVCCT acTepckan 

3. chorus 7. English as а second language искусства / мастерск 
хоровое пение / хор английский как второй язык 11. PE (physical education) 

: x — WIKY Ib T YDE 
4. computer science 8. foreign language физкультура 


компьютерные науки иностранный язык 12. theater arts 
театральное искусство 





More vocabulary Share your answers. 
core course: a subject students have to take 1. What are your favorite subjects? 
elective: a subject students choose to take 2. In your opinion, what subjects are most important? Why? 


3. What foreign languages are taught in vour school? 
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Ek 
TI 





ARCTIC 
OCEAN 


езмәшү [euJ pue езмәшү YHON EE 


(ив) ATLANTIC 
OCEAN 





tél 


PAL IPI 
OCEAN 


Regions of Canada 


Регионы Канады 


1. Northern Canada 


8 iH Канада 
2. British mama 
Брит інская Кг m y MO MH 


3. The Prairie Provinces 


r3 22 P 
(De Des 


4. Ontario 
5. Québec 


м pifi Гуфт 
= "Li 


6. Ihe Atlantic Provinces 
Провинции побережья 


Атлантического океана 





Regions of the United States 


Регионы Соединенных Штатов 


7. The Pacifi ic States / the West Coasi 


Тихо C 


- ка 


8. The Rocky Mountain States 


Штаты. расположенные на Скалистых ror 


9. The Midwest 


C средний Запад 
10. The Mid-Atlantic States 


Сред» еатлантические штаты 


11. New England 


повая Англия 

12. The Southwest 
Юго-Запад 

13. The Southeast / the South 
Юго-Восток / IO! 


кеанские штаты / Западное побере 





Caribbean Sea 


Regions of Mexico 


Регионы Мексики 


14. The Pacific Northwest 
Гихоокеанский Северо-Запад 


15. The Plateau of Mexico 
Мексиканское плоскогорье 

16. The Gulf Coastal Plain 
Прибрежная равнина вдоль 
Мексиканского залива 

17. The Southern Uplands 
Южная возвышенность 

18. The Chiapas Highlands 
Нагорье Чьяпас 

19. The Yucatan Peninsula 
Полуостров Южатан 








3 
8 
> 
2 


y jenu pue еэмэшу YON ехидэму senauediuo p и sedasa) 








The World Мир 






















NORTH o \ 
PACIFIC NORTH 
OCEAN ATLANTIC 
OCEAN 
oq, #8 
| G 
| ime © 
| LANDS — 
mar °. 
| AMERICAN -i 
| © i п MAPIQUESAS 
| еа © : e 8 ANDS 
WESTERN C з . б. a | 
3 а Босату? 4° Q x 2 SOUTH 
TOU ot ® Qe EE ATLANTIC 
А метад. ОСЕАМ 








SOUTH 
PACIFIC 
OCEAN 


Continents 
Континенты 
1. North America 2. South America 
Северн ія AME ика . жная А ррика 
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Мир The World 











PACIFIC 
OCEAN 





1 A 
E C ac - 


INDIAN 
OCEAN 






_ № 
SORS o 
- | E. a 
RN è м LÍ т 
* - pe 
s 


“ы > 


Ал Б. | 


© 2 605 


SOUTH 
PACIFIC 
1 OCEAN 





ә i e, | 


3. Europe 5. Africa 7, Antarctica 
Espona Африка Антарктида 
4. Asia 6. Australia 
Азия Австралия 
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Energy and the Environment 





Energy resources 


IE 


5. hydroelectric power 6. oil / petroleum 7. geothermal energy 8. nuclear energy 





9. hazardous waste 10. air pollution / smog 11. acid rain 12. water pollution 





13. radiation 14. pesticide poisoning 


Conservation 





A. recycle B. save water / conserve water C. save energy / conserve energy 
1. How do you heat your home? 4. Do you recycle? What products do vou recycle? | 
2. Do you have a gas stove or an electric stove? 5. Does your market have recycling bins? | 


3. What are some ways you can save energy when 
it’s cold? 








Вселенная The Universe 





[һе Solar System 





The planets 7. Earth 13. new moon 20. astronomer 
Планеты ем | | | "T" 
1. Pluto 8. Venus 14. crescent moon 21. telescope 
2. Neptune 9. Mercury 15. quarter moon 22. space 
a ы АМЕ " LA LA T no т T T) 
3. Uranus 16. full moon 23. Ча! 
4. Saturn 10. sun 17. astronaut 24. constellation 
Т в РЕ + 4 rt ыы | „= Uwe 
5. Jupiter 11. orbit 18. space station 25. comet 
м ITE | F "i 3 = мическая ЗИЯ атг 4 
6. Mars 12. asteroid belt 19. observatory 26. galaxy 
Mar = - 4 bed ug LA rf а ГИ М Н л f wie à FE E. ^к A 





More vocabulary Share vour answers. 
lunar eclipse: when the earth is between the sun and 1. Do vou know the names of any constellations? 


the moon р | ; 3 i - | + аў WEN > 
һе т 2. How do you feel when you look up at the night sky: 


solar eclipse: when the moon is between the earth and 


3. Is the night sky in the U.S. the same as in your country? 
the sun 
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Trees and Plants Деревья и растения 





Parts of a tree 








Части дерева 
Te 















1. ВАТ — 
побе! 





2, branch —__— 
ветка / ВЕТВЬ 


З, limb-—_. 
SYN / ветвь = 


4, trunk. * 
ствол = 






3, FOO 


корень "N. 


|| 


7. redwood 19. рте 13. maple 16. dogwood 
секвоин „сна клен килип 

8. birch 11. pinecone 14. willow 17. elm 
береза сосновая шишка “ва вяз 

9. magnolia 12. needle 15. palm 18. oak 
ма! SONHA vil олка пальма Д иб 


Plants Растения 





19, holly 21. cactus 23. poison oak 25. poison ivy 

падуо / остролист кактух‹ сумах укореняющиися сумах укореняющийся 
20. berries 22. vine 24. poison sumac 

ягоды вьющиеся растения сумах лаковыи 




















Parts of a flower 








/ 
у 





j 
/ 


2. seedling 


4 3. root 


4. stem 
стебель 

|. 5. leat 
' лист 


саженец 






корень 





10. suntlower 15. гозе 20. 
подсолнух роза 

11. tulip 16. gardenia 21. 
тюльпан гардения 

12. hibiscus 17. orchid 22. 
гибискус орхидея 

13. marigold 18. carnation 23. 
календула гвоздика 

14. daisy 19. chrysanthemum 24. 
маргаритка хризантема 










iris 

ирис 

jasmine 

жасмин 

violet 

фиалка 

poinsettia 

молочай красивейший 
lily 

пилин 


“а, petal 


i Г A = : 
j F J к 
PRSE. 
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Цветы Flowers 








7. tlower 
цветок 


пепестс 














9. bulb 
луковица 














у^ m 


25. Crocus 


крокус 

daffodil 

нарцисс 

bouquet 

букет * 


thorn 
шип 


26. 
27. 
28. 


29. houseplant 


комнатный цветок 
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Marine Life, Amphibians, and Reptiles 





Parts of a fish | Sea animals 


| as - 








"3. scales 


4. octopus ТТ, bass 18. scallop 

5. eel 12. swordfish 19. shrimp 

6. ray 13. flounder 20. sea urchin 

7. shark 14. jellyfish 21. sea anemone 

8. cod 15. starfish 22. worm 

9. tuna 16. crab 23. sea horse 
10. squid 17. mussel 24. snail 
Amphibians 


e 


E 
b 


F 


25. ігор 26. newt 27. salamander 28. toad 





Marine Life, Amphibians, and Reptiles 
Морская фауна, амфибии и пресмыкающиеся 


Sea mammals Морские млекопитающие 


‚ whale 31. porpoise 33. seal 35. otter 
кит морская Свинья тюлень выдра 


. dolphin 32. walrus 34. sea lion 
дельфин морж морской лев 


Reptiles Пресмыкающиеся 


36. alligator 38. rattlesnake . cobra 42. turtle 
аллигатор гремучая змея кобра черепаха 


37. crocodile 39. garter snake . lizard 
крокодил уж ящерица 





Birds, Insects, and Arachnids Птицы, насекомые и паукообразные 





Parts of a bird Части птицы 


A O o -——— 













клюв 
2. wink — 
крыло £j 


















| 
| 
| 
— 8000 س‎ ——— 
6. owl 9, woodpecker 12. penguin 15. peacock 
сова дятел пингвин павлин 
7. blue jay 10. eagle 13. duck 16. pigeon 
голубая сойка орел утка голубь 
8. sparrow 11. hummingbird 14. goose 17. robin 
воробей колибри гусь дрозд 





18. wasp 22. moth 26. honeybee 30. spider 
оса моль медоносная пчела паук 
19. beetle 23. mosquito 27. ladybug 31. scorpion 
жук комар божья коровка скорпион 
20. butterily 24. cricket 28. tick 
бабочка сверчок клещ 
21. caterpillar 25. grasshopper 29. fly 
гусеница кузнечик муха 
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Домашние животные и грызуны Domestic Animals and Rodents 





1. poat 3. COW 5. hen 7. sheep 
коза корова курица овца 

2. donkey 4. horse 6. rooster 8. pig 
осёл лошадь петух свинья 


Pets Домашние животные 


1з 





16 
9. cal 11. dog 13. rabbit 15. parakeet 
KOT / кошка собака кролик попугай 
10. kitten 12. puppy 14. guinea pig 16. goldfish 
котенок щенок морская свинка золотая рыбка 


Rodents Грызуны 








17. mouse 19. gopher 21. squirrel 
мышь суслик белка 
18. rat 20. chipmunk 22. prairie dog 
крыса бурундук луговая собачка 
lore vocabulary r èx Share your answers. 
Wild animals live, eat, and raise their young away from 1. Do you have any pets? any farm animals? 
people, in the forests, mountains, plains, etc. i 2. Which of these animals are in your neighborhood? 
Domesticated animals work for people or live with Which are not? 
them. | 133 


dic 4. 
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1. moose 
2. mountain lion 
3. coyote 


4. opossum 





16. antler 


17. hoot 


5. wolf 


6. buttale / bison 


“J 


. bat 


8. armadillo 


18. whiskers 


19. coat/ fur 


9. beaver 


10. porcupine 


11. bear 


12. skunk 


20. paw 


21. horn 





13. raccoon 


14. deer 


15. fox 





22. tail 


23. quill 





Млекопитающие Mammals 








24. anteater 30. gorilla 36. lion 42. elephant 


муравьед горилла пев слон 
25. leopard 31. hyena 37. tiger 43. hippopotamus 
neonapa гиена тигр гиппопотам !бесемот 
26. llama 32. baboon 38. came! 44. kangaroo 
nama бабуин верблюд кенгуру 
27. monkey 33. giraffe 39. panther 45. koala 
обезьяна жираф пантера коала 
28. chimpanzee 34. zebra 40. orangutan 46. platypus 
шимпанзе зебра орангутан yTKOHOC 
29. rhinoceros 35. antelope 41. panda 
носорог антилопа панда 


E 





47. trunk 48. tusk 49. mane 50. pouch 51. hump 
туловище клык / бивень грива сумка горб 





Jobs and Occupations, А-Н Должности и профессии 





а 


ww 


1. accountant 
бухгалтер 
2. actor 
актёр 
3. administrative assistant 
помощник менеджера 
4. architect 
архитектор 
5. artist 
художник 
6. assembler 


сборщик 


Use the new language. 

1. Who works outside? 

2. Who works inside? 

3. Who makes things? 
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7. 


8. 


9. 


10. 


11. 


50 
TY 


к === | | 
MER 


auto mechanic 

автомеханик 

baker 

пекарь 

bricklaver 

каменщик 

businessman / businesswoman 
бизнесмен. деловая женщина 
butcher 

мясник 


. caregiver / baby-sitter 


HAHA 


4, Who uses a computer? 
5. Who wears a uniform? 
6. Who selis things? 





13. carpenter 
плотник 

14. cashier 
кассир 

15. commercial fisher 
рыба 

16. computer programmer 
программист 


17. 


18. 


19. 


20. 


21. 





cook 

nosap 

delivery person 
разносчик / доставщик 
dental assistant 
ассистент дантиста / зубного 
врача 

dentist 

дантист / зубной врач 
dockworker 

портовый рабочий 


Share your answers. 
1. Do you know people who have some of these jobs? 
What do they say about their work? 


Должности и профессии Jobs and Occupations, А-Н 


. doctor 


врач / доктор 
engineer 
инженер 
firefighter 
пожарник 


florist 

торговец цветами / цветочник 
gardener 

садовник 


. garment worker 


швея 


2. Which of these jobs are available in vour city? 








28. раз station attendant 
работник заправочной станции 


29. graphic artist 
художник-график 

30. hairdresser 
парикмахер 

31. home attendant 
горничная 

32. homemaker 
домохозяйка 


3. For which of these jobs do vou need special training? 


137 





138 


Jobs and Occupations, H-W Должности и профессии 














33. housekeeper 39. model 45. postal worker 
экономка модель почтальон 
34. interpreter / translator 40. mover 46. printer 
переводчик перевозчик печатник / работник типографии 
35. janitor / custodian 41. musician 47. receptionist 
уборщик / дворник музыкант секретарь в приёмной 
36. lawyer 42. nurse регистратор 
юрист медсестра 48. repair person 
37. machine operator 43. painter работник ремонтной мастерской 
рабочии-станочник художник-живописец 
38. messenger / courier 44. police officer 
посыльный / курьер полицейский 


Talk about each of the jobs or occupations. 
She's a housekeeper. She works in a hotel. 
He's an interpreter. He works for the government, 


She's a nurse. She works with patients, 








Должности и профессии Jobs and Occupations, H-W 





| = в | ў 
| EU ш » L 
d J = 
e 3 | 
е^ | 


ПТ 











49. reporter 55. stock clerk 61. truck driver 


| репортер работник фондовой биржи водитель грузовика 
50. salesclerk / salesperson 56. store owner 62. veterinarian 
| продавец владелец магазина ветеринар 
| 51. sanitation worker 57. student 63. welder 
| санитар студент сварщик 
52. secretary 58. teacher / instructor 64. writer / author 
секретарь учитель / преподаватель писатель | автор 
53. server 59. telemarketer 
подавальщик работник телемаркетинга 
54. serviceman /servicewoman 60. travel agent 
военнослужащии агент бюро путешествий 
военнослужащая 






Talk about your job or the job you want. 
What do you da? What do vou want to do? 


i'm а salesclerk. | work in а store. { want to be а veterinarian. | want to work with 
animals. 
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Job Skills Профессиональные навыки 








A. assemble components G. repair appliances М. type 
собирать детали чинить приборы печатать 
В. assist medical patients H. sell cars N. use a cash register 
помогать пациентам продавать автомобили работать в кассе 
С. cook l. sew clothes O. wait on customers 
готовить шить одежду обслуживать посетителей 
О. do manual labor J speak another language P. work on a computer 
заниматься ручным трудом говорить на другом языке работать на компьютере 
Е. drive а truck К. supervise people 
водить машину руководить людьми 
F. operate heavy machinery L. take care of children 
управлять тяжёлым смотреть за детьми 
оборудованием 
More vocabulary Share your answers. 
act: to perform in a play, movie, or TV show 1. What job skills do you have? Where did you 


learn them? 


fly: to pilot an airplane | 
2. What job skills do you want to learn? 


teach: to instruct, to show how to do something 





Поиск работы Job Search 





A think EJS) 
Ay 












A. talk to friends B. look at a job board С. look for a help wanted sign 
говорить с друзьями просматривать объявления о искать объявления о 
работе предложении работы 
РТ н. 














р A val v^ d I'm calling about | | ; 
D eS ie your ad for a ' Pas | 
P ool checker, Can you tell д Т 7 Isit full-time ` | 
" ISS ! ог part-time"? „ 
7» м“ | | 
a ЖКУ 
22 ~ 
we 
| 27 
— 25" 
D. look in the classifieds Е. call for information Е, ask about the hours 
| просматривать раздел обращаться за справкой по спрашивать о рабочих часах 
| объявлений телефону 


Н. go оп an interview . talk about your experience 
заполнять заявление идти на собеседование рассказывать о своём опыте 





|. ask about benefits К. inquire about the salary L. get hired 
спрашивать о льготах спрашивать о зарплате устроиться на работу 
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An Office Офис 








1. desk 6. desk calendar 11. file folder 
письменный стол настольный календарь папка 
2. typewriter 7. desk pad 12. file clerk 


пишущая машинка подстилка на стол клерк no обслуживанию 
3. secretary 8. calculator картотеки 
секретарь калькулятор 13. supply cabinet 
4. microcassetie transcriber 9, electric pencil sharpener шкаф для канцелярских 
микрокассетный аппарат для электрическая точилка для принадлежит 
транскрибирования карандашей 14. photocopier 
5. stacking tray 10. file cabinet копировальная машина 


поднос для бумаг шкаф-картотека 


А. take а message О. type a letter 
принять сообщение печатать письмо 
В. fax a letter E. make copies H. file papers 
отправить письмо по факсу делать копии подшивать документы 
С. transcribe notes F. collate papers 
транскрибировать заметки комплектовать листы 
Practice taking messages. Share your answers. 
Hello. My name is Sara Scott. 15 Мг. Lee їп? 1. Which office equipment do vou know how to 
Not vet. Would vou like to leave а message? 2. Which jobs does a file clerk do? 
Yes. Please ask him to call me at 555-4859. 3. Which jobs does a secretary do? 
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15. paper cutter 19. letterhead paper 23. fax machine 
| бумагорезатель печатный фирменный бланк факс 
16. postal scale 20. envelope 24. paper shredder 
почтовые весы конверт бумагорежущая машина 
17. rotary card file 21. computer workstation 25. office manager 
роторная настольная картотека компьютерная рабочая станция менеджер офиса 
18. legal рад 22. swivel chair 26. Clipboard 
бумага формата 35 на 42 см вращающийся стул подставка для письма с зажимом 








27. appointment book 32, mailer 36. notepad 41, ink pad 
журнал регистрации упаковочная коробка блокнот штемпельная 
| посетителей рекламная брошюра 37. glue подушечка 
|... 28. stapler 33. correction fluid клей 42. packing tape 
CAL > TROC Г пак C n T 
——— — s . 38. rubber cement ОЧ 25. 
29. staple -—— резиновый клей 43. pushpin 
CK( 20751-11 - (HONKA 
кобка 34. Post. it notes s 39. clear tape кнопка 
| $0. organizer ———— аби прозрачная клейкая 44, paper clip 
| записная книжка MM TENETUR лента скрепка 
| 31. tvpewriter cartridge 35, label 1 | 40. rubber stamp 45. rubber band 
кассета для пишущей наклейка с адресом резиновый штемпель резинка 
машинки 
Use the new language. Share your answers. 
1. Which items keep things together? 1. Which office supplies do students use? 
2. Which items are used to mail packages? 2. Where can you buy therm? 


3. Which items are made of paper? 
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Hardware 8. mouse 
Технические средства мыш: 


1.C PU (c entral processing t unit) 9. joystick 





16. cable 


17. port 


Lil Центральный процессор джи da L 
ә. C D- RC M disc 10. surge protector 18. motherboard 
3. disk drive —— | 19. slot 
11. modem | 


4. power switch 
выключатель 12. printer 
5, disk Ра тне 
ибкий дис» 13. scanner 


бей morior /screen 


"T 


14. c i 


7. k Ix rd 
ss эзе чы | 15. vackboll 


More vocabulary 

data: information that a computer can read 
hm. pe how much data a computer can hold 
| eed: how fast a computer can work with data 
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20. hard disk cive 


r 





— 
программное обеспечение 
21. program / application 
22. user's manual 
Share your answers. уе | 


1. Can you use a computer? 
2. How did you learn? in school? from a book? 
by yourself? 


a 





Гостиница А Hotel 





1. valet parking 8. front desk 15. housekeeper 
служба парковки стойка портье горничная 
2. doorman 9. desk clerk 16. роо! 
швейцар портъе бассейн 
3. lobby 10. guest room 17. pool service 
вестибюль номер обслуживание бассейна 
4. bell captain 11. guest 18. ice machine 
старший коридорный постоялец автомат со льдом 
5. bellhop 12. room service 19. meeting room 
коридорныи обслуживание в номере конференц-зал 
6. luggage cart 13. hall 20. ballroom 
багажная тележка коридор бальный зал / танцевальный зал 
7. gift shop 14. housekeeping cart 
сувенирный магазин тележка горничной 


| | 


More vocabulary Share your answers. 

concierge: the hote! worker who helps guests find 1. Does this look like а hotel in vour city? Which one? 
restaurants and interesting places to go 2. Which hotel job is the most difficult? 

service elevator: an elevator for hotel workers 3. How much does it cost to stay in a hotel in your city? 
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А Factory Завод 





1. front office 6. factory worker 12. conveyor belt 
приемная рабочий завода конвейерная лента / конвейер 
2. factory owner 7. parts 13. packer 
владелец завода детали упаковщик 
3. designer 8. assembly line 14. forklif 
проектировщик / конструктор сборочная линия вилопогрузчик 
4, time clock 9. warehouse 15. shipping clerk 
табельные часы склад заведующий отправкой 
5. fine supervisor Т0, order puller 16. loading dock 
управляющии линиеи укладчик погрузочная платформа 


11. hand truck 
ручная тележка 





В. manufacture С. ship 
изготавливать / производить отправлять 
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1. 


2 


3. 


9. 


10. 


11. 


12 


13 





electrical hazard 
осторожно, ток 
flammable 
огнеопасно 
poison 

яд 




















safety goggles 
защитные очки 
safety glasses 
защитные очки 
safety visor 
защитный козырек 
respirator 
респиратор 
earplugs 

ушные вкладыши 


4. corrosive 
корродирующее вещество 
5. biohazard 
биологически опасно 
6. radioactive 
радиоактивность 


a Р - "FE 
"TII MI "Ir ғ = 7 


14. safety earmuffs 
защитные наушники 


15. safety vest 
защитный жилет 


16. back support 
NORC 

17. latex gloves 
резиновые перчатки 


18. hair net 
сетка для волос 


7. hazardous materials 
опасные материалы 


8. dangerous situation 
опасная ситуация 





19. hard hat 
каска 
20. satety boot 
защитный ботинок 
21. toe guard 
защитная вставка для пальцев 
ног 
22. (ire extinguisher 
огнетушитель 


23. careless 
неосторожно 


24. careful 


осторожно 
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Farming and Ranching Земледелие и скотоводство 





| 
| 


=" "i 
1; 





. псе 


рис 


. wheat 


пшеница 


. soybeans 


соевые бобы 


‚ COM 


кукуруза 


‚ alfalta 


люцерна 


„ cotton 


хлопок 


. field 


none 





10. 


11. 


12. 


13. 


Crops Сельскохозяйственные культуры 


и № (3) 
{| 


. farmworker 


сельскохозяиственный 
рабочыи 


‚ tractor 


трактор 

farm equipment 
сельскохозяйственное 
оборудование 

harn 

vegetable garden 
огород 


livestock 
ALT 


" 
ab А 


14. 
15. 
16. 
17. 
18. 
19. 


20. 


vineyard 
виноградник 
larmer / grower 
фермер 
orchard 
фруктовый сад 
corral 

загон 

hay 

сено 

tence 

ограда / забор 
hired hand 
наемныи работник 






= j 






21. steers/ cattle 
BL) П ы 09 1а Y 


22. rancher 
x0 38M H ранчо 


А. plant 
сажать 
В. harvest 
собирать урожай 
С. milk 
доить 
О. feed 
кормить 


Строительство Construction 





1. construction worker 
строитель 
2. ladder 
стремянка 
3. I beam / girder 
балка / брус 
4. scaffolding 
строительные леса 
. cherry picker 
кран-балка 


V 


b. bulldozer 
бульдозер 

7. crane 
кран 

8. backhoe 
экскаватор 

9. jackhammer / pneumatic drill 
пневматическии бурильный 
молоток / пневматическая дрель 


10. concrete 
бетон 


11. bricks 
кирпичи 
12. trowe! 
мастерок 
13. insulation 
изоляция 
14. stucco 
штукатурка 
15. window pane 
оконное стекло 
16. plywood 
фанера 
17. wood / lumber 
дерево / пиломатериал 
18. drywall 
сухая штукатурка 


19. shingles 


черепица 


‚ pickax 


кирка 


, shove! 


попата 


. sledgehammer 


кувалда / молот 
paint 

красить 

Jay bricks 

класть кирпичи 
measure 

мерить / измерять 


. hammer 


забивать 
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Tools and Building Supplies Инструменты и стройматериалы 









a 


1. hammer 
молоток 


2. mallet 





21. vise 
гиски 

22. {аре measure 
рулетка 

23. drill bit 
сверло 

24. level 
ватерпас 


Use the new language. 


| HAND TOOLS 






4. handsaw 
ручная пила 
5. hacksaw 
ножовка 
6. C-clamp 
С-образная струбцина 


25, screwdriver 
отвёртка 

26. Phillips screwdriver 
крестовая отвёртка 

27. machine screw 


мелкии крепежныи 
винт 


28. wood screw 
wypyn 


1. Which tools are used for plumbing? 
2. Which tools are used for painting? 





اوو = — .№ 


HARDWARE 


| — o ya 


—]Á— چ‎ 


= 
= >= 


7. pliers 
плоскогубцы 

8. electric drill 
электродрель 

9. power sander 
шлифовальный станок 
с электроприводом 


29. nail 
гвоздь 
30. bolt 
болт 
31. nut 
гайка 
32. washer 
шайба 


10. 


11. 


12. 


33. 


34. 


36. 







circular saw 
циркулярная пила 


hlade 
лезвие 


router 
фасонно-фрезерный 
станок 





toggle Бой 
шарнирный болт 


hook 
крюк 


‚ eve hook 


крюк с проушиной 


( hain 
цепь 


3. Which tools are used tor electrical work? 


4. Which tools are used for working with wood? 


Инструменты и стройматериалы 





سے 


13. wire 15. yardstick 17. fittings 19. spray gun 
провод деревянный метр арматура краскопульт 

14. extension cord 16. pipe 18. wood 20. paint 
удлинитель труба дерево краска 








37. wire stripper 41. outlet 45. paint pan 49. masking tape 
клещи для удаления розетка поток для краски маскировочная липкая 
колли 42. pipe wrench 46. paint roller eb 

1B. electrical tape пазводнои ключ валик NNA краски 50. sandpaper 
ec m эн 43. wrench 47. paintbrush наждачная сумага 

39. flashlight гаечный ключ кисть для краски 51. chisel 
кин 44. piunger 46. scraper кнн 

40. battery вантуз кребок 52. plane 
батарея / батареика рубанок 

Use the new language. Share your answers. 

ook at Household Problems and Repairs, 1. Which tools do you have in your home? 

ages 48—49. 2. Which tools can be dangerous to use? 


Name the tools you use to fix the problems vou see. 
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Places to Со Места проведения досуга 


E 





1. zoo 10. the movies 19. county fair к, 

2. nial 11. й 20). ча e EE 

3. sookeepe 12. screen 21. exhibition 
служите 3 pra «ран гавка 

4. botanical жам 13. amusement park 22. swap meet/flea market 
оотаническии сад ir {ттракционами K y cip колка 

5. greenhouse 14. puppet show 23. booth 
ранжере кукольный теат будка 

6. gardener 15. roller coaster 24. merchandise 

f. ze museum 16. carnival 25. baseball game 

8. ана 17. rides | 26. stadium 

9. sculpture 18. game 27. emm 


Talk about the places you like to 2o. Share your answers. 
| like animals, so 1 go to the zoo. 1. Which of these places is interesting to you? 
! like rides, so 1 go to carnivals. 2. Which rides do you like at an amusement park? 


3. What are some famous places to go to in your country? 
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1. ball field 

2. bike luii 

3. pare 

4. bicycle /bike 
5. jump uim 
6. duck "is 


7. tennis court 


ровая площадка The Park and Playgr 


8. picnic table 15. sandbox 


9. tricvcle 16. seesaw 


10. bench А. 
11. water | fountain 

12. swings 

13. slide | 


14. climbing apparatus 


pull the wagon 
push the swing 
climb on the bars 


picnic / have a picnic 


ound <) 
" 
T ` 
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Outdoor Recreation Pa 


звлечения на открытом воздухе 








1. camping 

ПОХОД с ночевкой 
2. boating 

катание на лодке 
3. canoeing 

гребля 








-— — —À 


10. tent 
палатка 


campfire 


костёр 


11 


12. sleeping Бар 


Спальный мешок 


13. foam pad 

пенопластовая подстилка 
14. life vest 

спасательныи жилет 


4, rafting 
катание на плоту / лодке 


5. fishing 
рыбная ловля 
6. hiking 


прогулка пешком 


15. backpack 
рюкзак 

16. camping stove 
юходная плита 

17. fishing net 
рыболовная сеть 

18. fishing pole 
удочка 

19. горе 
веревка 


7. backpacking 
ПОХОД 
8. mountain biking 
езда на вепосипеде по горам 


9. horseback riding 
катание на лошадях 





20. multi-use knite 
универсальныи складнои нож 


21. matches 
спички 
22. lantern 
фонарь 
23. insect repellent 
редство от насекомых 
24. canteen 
фляга 


Пляж The Beach 








1. ocean / water 9. beach umbrella 17. sunbather 
океан | вода пляжный зонт загорающии / загорающая 
2. fins 10. sand castle 18. lifeguard 
пасты замок из песка спасатель 
3. diving mask 11. cooler 19. lifesaving device 
водолазная магка переноснои хоподильник спасательные принадлежнос TM 
4. sailboat 12. shade 20. lifeguard station 
парусная лодка тень спасательная станция 
5, surfboard 13. sunscreen / sunblock 21. seashell 
доска для серфинга ащитныи крем от солнца морская раковина 
6. wave 14. beach chair 22. pail /bucket 
волна ляжное кресло BEND 
7. wet suit 15. beach towel 23. sand 
идрокост юм пяжное полотенце tecor 
8. scuba tank 16. pier 24. rock 
зкваланг It [X Ate He 


More vocabulary Share your answers. 

seaweed: a plant that grows in the ocean 1. Are there anv beaches near vour home? 

tide: the level of the ocean. The tide goes in and out 2. Do vou prefer to spend more time on the sand or in 
every twelve hours. ihe water? 


3. Where are some of the world’s best beaches? 155 
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Sports Verbs Глаголы, относящиеся к спорту 








А, walk Е. catch 1. shoot L. kick 
ходить ловить посылать ударять ногой 
В. jog F. pitch J). jump М. tackle 
бегать трусцой подавать прыгать перехватывать / 
C. run G. hit К. dribble / bounce останавливать 
бегать / бежать ударять вести/бить мячом о 
О. throw Н. pass эшлә 
бросать пасовать / передавать 
Practice talking about you can do. А Use the language, 
{ can swim, but | can't dive. Look at Individual Sports, page 159, 
f can pass the ball well, but | can't shoot too well. Name the actions you see people doing. 


The man in number 18 is riding a horse. 





Глаголы, относящиеся к спорту Sports Verbs 








N. serve К. bend V. skate Z. finish 
подавать нагибаться кататься на коньках финишировать 
О. swing S. dive W. ride 
размахиваться нырять ехать / ездить 
P. exercise / work out L swim X. start 
тренироваться плавать стартовать 
О. stretch U. ski У. гасе 
растягиваться кататься на лыжах участвовать в гонках 


M иии иаа пре n ееси осон Азлан — — 
Share your answers. 
1. What do you like to do? 3. How often do vou exercise? Once а week? Two or 
2. What do you have difficulty doing? three times a week? More? Never? 
4. Which is more difficult, throwing a ball or catching it? 
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Team Sports Командные виды спорта 




















1. score 4. team 5. player rp basketball cour 
счет команда игрок баскетбольная 

2. coach 4. ian 6. official /reteree полка 
тренер болельщик судья / рефери 





8. basketball 11. football 14. volleyball 
баскетбол американский футбол волейбол 
9. baseball 12. soccer 15. water polo 
Oencoon футбол водное поло 
10. softball 13. ice hockey 
софтбол хоккей на льду 
More vocabulary 
captain; the team leader win: to have the best score 
umpire: in baseball, the name for the referee lose: the opposite of win 
Little League: a baseball league for children tie: to have the same score as the other team 
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Индивидуальные виды спорта Individual Sports 





1. archery 6. flying disc” 11. racquetball 15. weightlifting 
2. billiards / pool 7. РОН 12. skateboarding 16. wrestling 
3. bowling 8. gymnastics 13. table tennis / 17. track and field 
Ker ni | Ping-Pong” кай атпетик 
4. cycling / biking 9, inline skating 18. horse racing 
' 10. martial arts "мою: One brand is Frisbee” 


iMattel, Inc. 


но 


Talk about sports. Share your answers. 
Which sports do you like? 1. Which sports are good for children to learn? Why? 
! like tennis but | don't like golf. 2. Which sport is the most dificult to learn? Why? 


3. Which sport is the most dangerous? Why? 
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Winter Sports and Water Sports 








1. downhill skiing 3. cross-country skiing 5. figure skating 
2. snowboarding 4. ice skating 6. sledding 





7. waterskiing 9. surfing 11. snorkeling 
8. sailing 10. sailboarding 


12. scuba diving 





Look at The Beach, page 155. 1. Which sports are in the Winter Olympics? 
Name the sports you see. E 2. Which et do you think are the most exciting 
to watch? 
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Спортивное оборудование Sports Equipment 








1. golf club 8. target 15. catcher's mask 22. football 
клюшка / бита для мишень маска кетчера мяч для игры в 
гольфа 9. ice skates 16. uniform Футбол 
2. tennis racket коньки форма 23. snowboard 
TOON ракетка 10. inline skates 17. glove сноуборд 
3. volleyball роликовые коньки перчатка 24, skis 
волейбол 11. hockey stick 18. baseball — 
4. basketball хоккейная клюшка бейсбол 25. ski poles 
Саскетбоп 12. soccer ball 19. weights M 
5. bowling ball футбольный мяч гири 26. ski boots 
Up anes S ST 13. shin guards 20. football helmet пыжные ботинки 
6. Бом щиток для защиты шлем для игры в 27. flying disc* 
пук голени американский футбол фрисби 
7. arrow 14, baseball bat 21. shoulder pads "Мое: One brand is Frisbee" 
стрела бейсбольная бита наплечники Mattel, inc i 
ت‎ -———— —— 
Share your answers. Use the new language. 
1. Which sports equipment is used for safety reasons? Look at Individual Sports, page 159. 
2. Which sports equipment is heavy? Name the sports equipment vou see, 


3. What sports equipment do you have at home? 
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Hobbies and Games Хобби и игр 





А. collect things В. play games С. build models D. do crafts 


ато 








1. video game system 5. checkers 9, acrylic paint 13. coin collection 
2. cartridge 6. chess 10. figurine 14. clay 

3. board дате 7. model kit 11. baseball card 15. doll making kit 
4. dice 8. glue 12. stamp collection 16. woodworking kit 





Talk about how much time you spend on your hobbies. Share your answers, 


| do crafts all the time. 1. How often do you play video games? Often? 
, Sometimes? Never? 

| play chess sometimes. metimes! Never: 

I newer build models 2. What board games do you know? 


162 3. Do vou collect anything? What? 


Хобби и игры Hobbies and Games | " 





н; 
x | 


H. play cards 
играть в карты 





17. Yarn 21. ease! 25. watercolor 29, hearts 
пряжа мольберт акварель черви 
18. knitting needles 22. canvas 26. clubs 30. paper doll 
вязальные спицы KXOncT трефи бумажные куклы 
19. embroidery 23. paintbrush 27. diamonds 31. action figure 
вышивка КИСТЬ бубны фигурка персонажа 
20. crochet 24. oil paint 28. spades 32. mode! trains 
эязальныи крючок масляная краска пики модели поездов 





Share your answers. 


1. Do you like to play cards? Which games? 3. Is it important to have hobbies? Why or why not? 
2. Did vou pretend a lot when you were a child? What 4. What's your favorite game? 
i ! * a? — * 
did vou pretend to be: 5. What's your hobby? 
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Electronics and Photography 


Г 
" Fat i им Ы i 1 Г 
*- |. [i n, | J а Кє] "d LL 





1. clock radio 


hz 


. portable radio-cassette player 
3. cassette recorder 

4. microphone 

5. shortwave radio 

6. TV television) 


7. portable TV 


8. VCR (videocassette recorder) 
9. remote control 

10. videocassette 

11. speakers 

12. turntable 


1: 


P 


. tuner 


14. CD plaver 


15. personal radio-cassette player 
16. headphones 
17. adapter 


18. plug 





19. 


20. 


21. 


A4, 


23. 


24. 


video camera 
tripod 
camcorder 
battery pack 


battery charger 


35 mm camera 


. ZOOM lens 


26. 


27. 


28. 


29. 


30. 


31. 


32, 


33. 


film 
Camera case 
screen 


carousel slide proiector 


slide tray 
slides 
photo album 


out of focus 


34. overexposed 


35. underexposed 


A. 


B. 


record 

play 

fast forward 
rewind ES 
pause 


stop and eject 





166 


Entertainment Развлечения 





Types of entertainment — Виды развлечений 


S т 





1. file J moe 2. play 3. television program 4. radio program 
рильм/ кин пьеса впевизионная радиопрограмма 
программа 





5, stand-up comedy 6. concert 7. ballet 8. opera 
театр одного актера концерт балет опера 


Types of stories Виды рассказа 


{© 





12. science fiction story 
вестерн комедия трагедия научно-фантастическии 
Сй b 2 


9. western 10. comedy 

















Lom m ~ Ho 


13. action story / 14. horror story 15. myster 16. romance 
adventure Story рассказ ужасов детектив роман 
приключенческии 
рассказ 


Развлечения Entertainment 





17. news 18. sitcom (situation comedy) 19. cartoon 
новости ситуационная комедия мультфильм 





20. talk show 21. soap opera 22. nature program 
ток-шоу мыльная опера передача о природе 


ЖҮК. 


A A 


[rou] а 





23. game show /auiz show 24. children's program 25. shopping program 
игровое представление детская программа программа «покупки по 
гелевикторина гелевизору 





26. serious book 28. sad book 30. interesting book 
серьезная книга грустная книга интересная книга 
27. funny book 29, boring book 
смешная книга скучная книга 
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New Years Day 
новый год 





ә 


parade 

парад 

3. contetti 

конфетти 
Valentine's Day 
день св. Валентина 


> 


{ ага 
открытка 


- 
L| 


heart 

ердце 

7. Independence Day / 4th of July 
День независимости / 4-е июля 


P 


= 
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8. 


9. 


10, 


11. 


12. 


13. 


14. 


fireworks 
салют 





ilag 

флаг 

Halloween 

канун Дня всех святых 
jack-o'-lantern 
Фонарь из тыквы 
mask 

маска 


Costume 


KOCTIOM 


candy 
KOHCDE ra 


15. Thanksgiving 
День onar одарения 
16. feast 
пир / застолье 
17. turkey 
индеика 
18. Christmas 


Рождество 





19. ornament 
украшение 


20. Christmas tree 


гождественская елка 


Вечеринка A Party 





HAPPY BIRTHDAY ` 
TO YOU! J 





A. plana party F. hide |. sing “Happy Birthday" 

B. invite m— Е. answer the door J. make a wish 

С. ричи house G. ist "surprisel" K. v düt the candles 

D. "a à gif H. light ilie candles L. aes "n presents 
заворачивать \жигать азворачиват 


Practice inviting friends to a party. Share your answers. 

Га love for vou to come to my party next week. 1. Do vou celebrate birthdays? What do you do? 
Could vou and vour friend come to mv party? 2. Are there birthdavs vou celebrate in а special way? 
Would your friend like to come to a party I'm giving? 3. Is there a special birthday song in your country? 
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Verb Guide 


Verbs in English are either regular or irregular in the past tense and past participle forms. 


Regular Verbs 


The regular verbs below are marked 1, 2, 3, or 4 according to four different spelling patterns. 


‘See page 172 for the irregular verbs which do not follow any of these patterns.) 


Spelling Patterns for the Past and the Past Participle 


1. Add -ed to the end of the verb. 
2. Add -d to the end of the verb. 


3. Double the final consonant and add -ed to the end of the verb. 


4. Drop the final v and add -ied to the end of the verb. 


Example 
ASK 
LIVE 
DROP 
CRY 


The Oxford Picture Dictionary List of Regular Verbs 


act (1) 

add {1} 
address (1) 
answer (1) 
apologize (2) 
appear (1) 
applaud (1) 
arrange (2) 
arrest (1) 
arrive (2) 
ask (1) 
assemble (2) 
assist (11 
bake {2} 
barbecue 12) 
bathe i21 
board (1) 
boil (1) 
borrow (1) 
bounce (2) 
brainstorm 11) 
breathe (2) 
broil fT! 
brush (1) 
burn (1) 

call (1) 
carry (4) 
change (2) 
check (1) 
choke (21 
chop (3) 
circle (21 
claim (1) 
clap (3) 
clean (1) 
clear (1) 
climb (1) 
close (2) 
collate (2) 


collect (1) 
color (1) 
comb (1) 
commit (3) 
compliment (1) 
conserve (2) 
convert (1) 
cook (1) 
copy (4) 
correct (1) 
cough (1) 
count (1) 
Cross (1) 
cry 4) 
dance (2) 
design (1) 
deposit (1) 
deliver (1) 
dial (1) 
dictate (2) 
die (2) 
discuss (1) 
dive (2) 
dress (1) 
dribble (2) 
drill (1) 
drop (31 
drown (1) 
dry (4) 

dust (1) 
dye (2) 

edit (1) 
eject (1) 
empty (4) 
end (1) 
enter (1) 
erase (2) 
examine (2) 
exchange (2) 


* 


>» 


b 


t 


ASKED 
LIVED 
DROPPED 
CRIED 


exercise (2) 
experience (2) 
exterminate (2) 
fasten (1) 
fax (1) 

file (2) 

fill (1) 

finish (1) 

fix (1) 

floss (1! 

fold (1) 

ту (4) 

gargle (2) 
graduate (2) 
grate (2) 
grease (2) 
greet (1) 

grill (1) 

hail {1) 
hammer (11 
harvest (1) 
help (1) 

hire (2) 

hug (3) 
immigrate (2) 
inquire (21 
insert (1) 
introduce (2) 
invite (2) 
iron (1) 

jog (3) 

join (T) 
jump (1) 
kick (1) 

kiss (1) 

knit (3) 

land (1) 
laugh (1) 
learn (1) 


Verb Guide 





lengthen (1) 
listen (1) 
live (2) 
load (1) 
lock (1) 
look (1) 
mail (1) 
manutacture (2) 
mark (1) 
match (1) 
measure (2) 
milk (1) 
miss (1) 
mix 11) 
mop 13) 
move 121! 
mow (1) 
need (1) 
nurse (2) 
obey (1) 
observe (21 
open (1) 
operate (2) 
order (1) 
overdose (2) 
paint (1) 
park (1) 
pass (11 
pause (2) 
рее] 11) 
perm (1) 
pick (1) 
pitch (1) 
plan 13) 
plant (1) 
play (1) 
point (1) 
polish (1) 
pour (1) 
pretend (1) 
print (1) 
protect (1) 


pull (1) 
push (1) 
гасе (2) 
raise (2) 
rake (2) 
receive (2) 
record (1) 
recycle (2) 
register (1) 
relax (1) 
remove 12] 
rent (1) 
repair (T) 
repeat (1) 
report (7) 
request (1) 
return (1) 
rinse (2) 
roast (1) 
rock (1) 
sauté (2) 
save (2) 
scrub (3) 
seat (1) 
sentence (2) 
serve (2) 
share (2) 
shave (2) 
ship (3) 
shop (3) 
shorten (1) 
shout (1) 
sign (1) 
simmer (1) 
skate (2) 
ski (1) 
slice (2) 
smell (1) 
sneeze {2} 
sort (1) 
spell {1} 
staple (2) 


start (1) 
Stay (1) 
steam (1) 
stir (3) 
stir-fry (4) 
stop (3) 
stow (1) 
stretch (1) 
supervise (2) 
swallow 11) 
tackle (2) 
talk (1) 
taste (2) 
thank (1) 
tie [2) 
touch (1) 
transcribe (21 
Iranster (3) 
travel (1) 
trim (3) 
turn (1) 
type (2) 
underline (2) 
unload (1) 
unpack (1) 
use (2) 
vacuum (1) 
vomit (1) 
vote 121 
wait (1) 
walk (1) 
wash i1) 
watch (1) 
water (1) 
weed (11 
weigh (1) 
wipe (2) 
work (1) 
wrap (3) 
yield (1! 
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Irregular Verbs 


These verbs have irregular endings in the past and/or the past participle. 


simple 


he 
beat 
become 
begin 
bend 
bleed 
blow 
breax 
build 
buy 
catch 
come 
cut 
do 
draw 
drink 
drive 
eal 
fall 
feed 
feel 
find 
Пу 
get 
give 
ga 
hang 
have 
hear 
hide 
hit 
hold 
keep 
lay 


The Oxford Picture Dictionary List of Irregular Verbs 


past 
was 
beat 


became 


began 
bent 
bled 
blew 
broke 
built 
bought 
caught 
came 
cut 
did 
drew 
drank 
drove 
ate 
fell 
fed 
felt 
found 
flew 
got 
gave 
went 
hung 
had 
heard 
hid 
hit 
held 
kept 
laid 


past participle 
been 
beaten 
become 
begun 
bent 
bled 
blown 
broken 
built 
bought 
caught 
come 
cut 
done 
drawn 
drunk 
driven 
eaten 
fallen 
ted 

felt 
found 
flown 
gotten 
given 
gone 
hung 
had 
heard 
hidden 
hit 
held 
kept 
laid 





simple 


leave 
lend 
let 
light 
ma ke 
рау 
picnic 
pul 
read 
rewind 
rewrite 
ride 
run 
say 
see 
«ell 
send 
sel 
SOW 
shoot 
sing 

sil 
speak 
stand 
sweep 
swim 
swing 
take 
teach 
throw 
wake 
wear 
withdraw 
write 


past 
left 

lent 

let 

lit 

made 
paid 
picnicked 
put 

read 
rewound 
rewrote 
rode 

ran 

said 

Saw 

sold 

sent 
sewed 
shot 
sang 

Sal 

SPOKE 
stood 
swept 
swam 
swung 
took 
taught 
threw 
woke 
wore 
withdrew 
wrote 


past participle 
lett 

lent 

let 

lit 

made 
paid 
picnicked 
put 

read 
rewound 
rewritten 
ridden 
run 

said 

реп 

sold 

sent 

sel 

sewn 
shot 
sung 

sat 
spoken 
stood 
swept 
swum 
swung 
taken 
taught 
thrown 
woken 
worn 
withdrawn 
written 


The Oxford Picture Dictionary is the complete reference to essential everyday 
vocabulary. The Dictionary: 

ш illustrates over 3,700 words in full color, each defined in context. 

m Offers 140 key topics to meet the vocabulary needs of adults and young adults. 
m Features topics grouped into 12 thematic areas, several with a vocational strand. 
m Includes a variety of exercises on most pages. 


m Provides ап index with an easy-to-follow pronunciation guide to increase students’ 
accuracy and fluency in using the new vocabulary. 


[he Dictionary Cassette contains all the words in the Dictionary. 


Bilingual Editions (Spanish, Chinese, Vietnamese, Russian, Korean, Japanese, Polish, 
Arabic, Brazilian Portuguese, Haitian, French, and Cambodian) present the second 
language in blue underneath the English word. A second-language index is provided 
at the back of the book along with an English index. 


The Oxford Picture Dictionary and its components form a comprehensive and 
flexible program for teaching everyday vocabulary as well as essential language for 
vocational and academic subject areas. It is ideal for use with multilevel classes. 


Ihe Teacher's Book includes the complete Dictionary plus easy-to-use lesson plans for 
the whole program. Listening activities are supported by a Focused Listening Cassette. 


The Grammar Activities Book offers 128 grammar activities that correlate to specifi 
topics in the Dictionary. 


Beginning and Intermediate Workbooks in full color offer vocabulary reinforcement 
activities that correspond page for page to the Dictionary. They are ideal for 
independent use in the classroom or at home. A separate Workbook Answer Key 
provides the answers to both workbooks. 


Classic Classroom Activities offers over 100 reproducible communicative practice 
activities and 768 picture cards based on the vocabulary of the Dictionary. Teacher's 
notes and step-by-step instructions are provided. 


Full-color Overhead Transparencies are available for each page of the Dictionary. 


Read All About It Starter, 1, and 2 provide high-interest reading selections drawn 
from authentic materials. The readings contextualize and expand upon dictionary 
vocabulary while encouraging critical thinking and problem solving. 


ў" 





